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Fore^word 



T[E period of evolution of the automobile does not 
span many years, but the evolution has been none 
the less spectacular and complete. From a creature 
of sudden caprices and uncertain behavior, it has become 
today a well-behaved thoroughbred of known habits and 
perfect reliability. The driver no longer needs to carry war 
clothes in momentary expectation of a call to the front. 
He sits in his seat, starts his motor by pressing a button 
with his hand or foot, and probably for weeks on end will 
not need to do anything more serious than feed his animal 
gasoline or oil, screw up a few grease cups, and pump up a 
tire or two. 

C And yet, the traveling along this road of reliability and 
mechanical perfection has not been easy, and the grades 
have not been negotiated or the heights reached without 
many trials and failures. The application of the internal- 
combustion motor, the electric motor, the storage battery, 
and the steam engine to the development of the modem 
types of mechanically propelled road carriages, has been a 
far-reaching engineering problem of great difficulty. 
Nevertheless, through the aid of the best scientific and me- 
chanical minds in this and other countries, every detail 
has received the amount of attention necessary to make it 
as perfect as possible. Eoad troubles, except in connection 
with tires, have become almost negligible and even the 
inexperienced driver, who knows barely enough to keep to the 
road and shift gears properly, can venture on long touring 
trips without fear of getting stranded. The refinements 
in the ignition, starting, and lighting systems have added 
greatly to the pleasure in running the car. Altogether, the 
automobile as a whole has become standardized., and unless 
some unforeseen developments are brought about, future 
changes in either the gasoline or the electric automobile 
will be merely along the line of greater refinement of the 
mechanical and electrical devices used. 



C Notwithstanding the high degree of reliability already 
spoken of, the cars, as they get older, will need the atten- 
tion of the repair man. This is particularly true of the 
ears two and three seasons old. A special effort, therefore, 
has been made to furnish information which will be of value 
to the men whose duty it is to" revive the faltering action of 
the motor and to take care of the other internal troubles 
in the machine. 

« 

C Special effort has been made to emphasize the treatment 
of the Electrical Equipment of Gasoline Cars, not only be- 
cause it is in this direction that most of the improvements 
have lately taken place, but also because this department of 
automobile construction is least familiar to the repair men 
and others interested in the details of the automobile. A 
multitude of diagrams have been supplied showing the con- 
structive features and wiring circuits of the principal sys- 
tems. In addition to this instructive section, particular 
attention is called to the articles on Welding, Shop In- 
formation, and Garage Design and Equipment. 




Table of Contents 



VOLUME V 
OXY-ACETYLBNB WELDING PRACTICE . By Robert J. Kehlt Page *11 

Introduction — Welding Processes: Old and New Methods — Oxy-Acetylene 
Process: Advantages, Gases, Generators, Blowpipes, Oxy-Acetylene 
Flame, Welding Rod, Flux, Strength of Weld, Cutting — Electric Proc- 
esses: Methods, Spot- Welder, Arc Welder — Technique of Oxy-Acetylene 
Welding: Simple Welding Job — Operation and Care of Welding Appa- 
ratus — Connecting Apparatus — General Notes on Welding — Properties of 
Metals — Pre-Heatlng — Steel Welding: Welding Heavy Steel Forglngs and 
Steel Castings — Cast-Iron Welding: General Considerations, Expansion 
and Contraction, Pre-Heatlng, Welding Rods, Flux, Preparation of Welds, 
Welding Process — Malleable-Iron Welding: Malleable Iron, Brazing 
Malleable Iron — Aluminum Welding: General Considerations, Oxidation, 
Expansion and Contraction, Welding Rod, Flux, Flame, Sheet-Aluminum 
Welding, Cast-Aluminum Welding — Copper Welding — ^Brass and Bronze 
— ^Miscellaneous Methods; Cutting — Lead Burning — ^Repair — Costs 

Shop Information . . 

By Herbert L. Connell; assisted by W. K, Gibba Page 115 

Introduction — Bench Work: Benches — ^Vises — Chipping and Filing: 
Chisels, Chipping, Filing Methods (Types of Files, Manipulation, Uses 

' of Files, Accurate Filing) — Rebabbitting Bearings — Bearing Scraping- 
Soldering — Fitting Piston Rings — ^Use of Micrometers — Lapping Cylinders 

' — Drilling and Tapping — ^Use of Dies — Reamers — Fitting Taper Pins — 
Hand Key-Seating — Riveting^ — Forging^ — ^Machine Equipment: Arbor 
Presses and Gear Pullers — Grinders — Drill Presses — Power Hack Saws — 
Lathes — Milling Machines— -Shapers — Planers — Tabular Data 

Building, Equipping, and Running a Public Garage . . 

t By Morris A. Hall Page 197 

Preliminary Problems; Range of Business: Selling Cars as Side Line, 
Selling Accessories, Other Side Lines— Choosing Location — Size of Garage 
— ^Designs of Oarages: Small Size Garage: Discussion of Five Typical 
Layouts — Medium Size Garage: Discussion of Four Typical Layouts — 
Large Garages: Discussion of Three Typical Layouts — Very Large 
Garages: Discussion of Typical Layouts — ^Finances and Building Costs: 
Income and Expense Estimates — Typical Exteriors: Building Materials, 
Ease of Erection, Architectural Appearance, Typical Exteriors, Suit- 
ability of Garage Design — Necessary Equipment: Lighting — Heating — 
Ventilation — Water Supply — Moving Cars — Fuel and Oils — Tool Equipment 

Motorcycles 

. . By Dwnvin S. Hatch; Revised by Herbert L. Connell Page 269 

Introduction— -Types of Motorcycles: Smith Motor Wheel, Dayton, 
Merkel, Cyclemotor, Auto-Ped, Light-Weight Motorcycles, Developments 
In Standard Types — ^Analysis of Motorcycle Mechanisms: Nomenclature 
— Principles of Engine Operation: Four-Cycle, Two-Cycle — Construction 
Details: Springs and Frames, Motors, Lubrication, Starting, Brakes, 
Drive, Clutches, Gearsets, Electrical Equipment — Special Bodies and At-, 
tachments — Operation and Repair: Operation Suggestions — Repair 
Suggestions: Carburetor Troubles, Valve Troubles, Inlet Manifold, Over- 
hauling, Valve Timing, Cleaning Chains, Dirty Muffler, Electrical Troubles 

Steam Automobiles . . Revised by Herbert L. Connell Page 345 

Introduction — Heat Principles — Heat Transmission: Radiation and Ab- 
sorption, Conduction, Convection, Expansion, Laws of Gases, Heat Trans-, 
formation. Thermodynamics of Steam, Superheating — ^Mechanical Ele- 
ments of Steam "Engtnei General Details — Slide Valve — Superheated 
Steam and Compound Expansion — ^Valve Gears — Engine Types and De- 
tails: Stanley — Doble — National — ^Fuels and Burners: Burner Principles, 
Pilot Light, Burner Types — Automobile Boilers: Fire-Tube Types, Water- 
Tube Types, Flash Boilers, Special Types — Boiler Accessories and Regu- 
lation: Check Valves. Stanley, Doble, Ofeldt — Management and Care of 
Steam Cars: Management on Road — Firing Up — At End of Run — Engine 
Lubrication — Scale Prevention — Filling Boilers — Water Pump — Gasoline 
Pump — Engine Bearings 

Review Questions Page 413 

Index Page 419 

* e •For page numbers, see foot of pages. 

tFor professional standing pf authors, see list of Authors and Collabo- 
rators at front of volume. 



M 



OXY- ACETYLENE WELDING 

PRACTICE 



INTRODUCTION 

Welding Field. The welding process is undoubtedly one of the 
greatest contributors to the efficient and economical manufacture of 
the modem automobile. It has made possible higher standards of 
I body design and may be given ahnost exclusive credit for the light 
weight and great strength of the present-day motor car, producing 
stronger and better working parts through the use of pressed steel 
I, instead of the heavy castings or riveted parts, such as axle housings, 
l\ Fig. 1, and manifolds, tanks, bodies, etc.. Fig. 2. 
g • In the field of automobile repair it is rapidly assuming an equally 

K [ important place, affording a quick and inexpensive means of perma- 
^l nent repair to parts no longer obtainable from the supply house or 
gj manufacturer and permitting the building up of weak parts or the 
p! altering of the chassis, as may be required. This great adaptability 
^2 of the welding unit has made it an essential part of the equipment of 
g I every efficiently managed repair shop. 

^j WELDINQ PROCESSES 

§ Old and New Methods. The old systems — blacksmith, or forge, 

^ welding, and brazing — ^are now seldom used in automobile work. 
In fact, most blacksmiths have equipped themselves to do welding in 
the modern way, using it almost exclusively for their repair work 
because it is cheaper, simpler, more efficient, and can be used on 
materials which could not be welded by means of the old-style 
methods. The modern systems of welding include the flame and 
electric processes. Because it is almost universally used in repair 
shops, the flame process and the apparatus required in its use will 
be discussed first. Several flame-welding processes have, from time 
to time, been introduced, all utilizing oxygen in combination with 
some fuel gas, such as acetylene, hydrogen, city gas, natural gas, 
liquid gas, Blau gas, carbo-hydrogen, thermaline, etc. Many enthu- 
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siastic claims of superiority havQ been made for each of these combi- 
nations by their advocates. 

OXV-ACETVLENE PROCESS 

Advantages. The easy control and intensity of the heat devel- 
oped by the oxy-acetylene flame (approximately 6300® F.) and the 
adequate supplies of carbide and dissolved acetylene which are 
maintained in every industrial center in the United States have 
proved the greater desirability, economy, and eflBciency of the oxy- 
acetylene process. 

Another factor which has contributed largely to the popularity 
of the oxy-acetylene process is the comparatively inexpensive appara- 
tus required and ihe low cost of its operation. Its speed, portability, 
and the ease with which its method of operation may be learned by 
any intelligent workman make it especially well fitted to the need of 
the automobile repair shop. Very seldom is any extensive disman- 
tling of parts necessary in making an oxy-acetylene repair andj for this 
reason, it simplifies greatly the work of the repair man. 

Qases. As is generally known, two gases are used m the oxy- 
acetylene process — oxygen and acetylene. 

Oxygen. Oxygen is manufactured from air by liquefaction or 
from water by electrolysis. The former method is by far the greatest 
source of supply, furnishing practically all the oxygen used in this 
country and abroad. Oxygen made by the liquid-air process can 
contain only an impurity such as nitrogen, which cannot possibly do 
any harm. On the other hand, oxygen made by the electrolytic 
method contains some hydrogen, which will render it dangerous to 
handle if more than two per cent is present. 

Because of the very high cost of an oxygen plant and the ease 
with which an adequate supply of compressed gas may be obtained 
from manufacturers* supply stations, it has been found impractical 
for even the largest consumers to attempt the manufacture of their 
own oxygen. 

Almost everybody is familiar with the appearance of the oxygen 
cylinder, shown at the right in Fig. 3, which plays so important a 
part in present-day manufacturing. These steel cylinders contain 
100 or 200 cubic feet of gas compressed to a pressure of 1800 poimds 
per square inch. They are furnished to the consumer without charge, 
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4 OXY-ACETYLENE WELDING 

the customer paying only for the oxygen and returning the cylinder to 

the manufacturer when the gas has been exhausted. 

Acetylene. The acetylene may be obtained in cylinders, shown at 

the left in Fig. 3, containing 100 or 300 cubic feet, or, where large 
quantities are re- 
quired, it is generated 
on the premises. 
Though frequently re- 
ferred to as" com- 
pressed, the acetylene 
in cylinders is really 
not compressed, but 
is dissolved in a sol- 
vent which has the 
property of absorbing 
many times its own 
volume of acetylene as 
pressure is applied. 
This liquid in which 
the gas is dissolved in 
no way affects the flow 
of gas except when the 
acetylene is drawn off 
horn the cylinder at 
too rapid a rate. Ex- 
perience has proved 
that when the gas is 
used at a rate greater 
than one-seventh the 
capacity of the cylin- 
der per hour, the 
solvent is very likely 

Fie. 3. Weldinc Unit lor Uu with A«ty]fDe in Cytinden, / / 

Mounled OQ Emerpsocj' Truck tO traVCl With the 

acetylene, lowenngthe 
temperature of the flame and thus hindering the work. To overcome 
this difliculty, where it is necessary to supply gas at a greater rate, 
several cylinders may be coupled to a manifold, or header, so that the 
totid capacity is at least seven times their hourly discharge. 
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Generators. By means of the acetylene generator it is possible 
to produce pure acetylene at less than half the coat of dissolved acety- 
lene, so that if any considerable work is to be done a generator 
will pay for itself within a few months or a year. In these generators 
small quantities of calcium carbide are automatically fed into a large 



quantity of water, producing the gas at just the rate required by the 
work in hand. 

There are two recognized systems of generating acetylene — 
the low-pressure system and the pressure system. 

Low-Pressure Generator. This type of generator. Fig, 4, delivers 
acetylene to the blowpipe imder a pressure of less than one pound. 
This system has the advantage of mamtaining at all times an abso- 
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6 OXY-ACETYLENE WELDINti 

lutely constant pressure, which is an essential requirement. TTie 
carbide feed is controlled by the rise and fall of the gas bell, in which 
the pressure is always the same, without the use of any pressure- 
regulating device. 

PressuTe Generator. The pressure generator, Fig. 5, delivers 
acetylene at a pressure of more than one pound. The carbide feed is 
controlled by the pressure ia the generator. As the acetylene b 
drawn off and the pressure decreases, carbide is fed into the water; 



the generation of gas increases the pressure and the feeding stops. 
In order to compensate for this pressure variation, a pressure-dia- 
phragm regulator, or reducer, is necessary so that the acetylene may 
be supplied to the blowpipe at a constant pressure. 

The low-pressure generator furnishes the most satisfactory 
service under average conditions, though where portability is essen- 
tial, pressure generators of compact construction may be obtained to 
meet this need. 
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Welding Blowpipes. There are two types of oxy-acetylene 
welding blowpipes, namely, the low-pressure, or injector type and 
the equal-pressure type. 




Fig. 6. Ozy-Acetylene Welding Blowpipe 
Courtesy of Oxwdd Acetylene Company ^ Chicago^ lUinoie 

WW 

Injector BUywpipe. In the injector type, Fig. 6, the acetylene is 
delivered to the blowpipe at a pressure of only a few ounces. The 
oxygen at a higher pressure passes through the injector. Fig. 7, and 
expands rapidly into the mixing chamber. This rapid expansion 
and high velocity of the oxygen form a suction and draw in the acety- 
lene at a constant ratio. A slight variation in pressure of either 




Fig. 7. Section of Injector-Type Blowpipe 

the oxygen or acetylene is automatically taken care of by the injector, 
so that a neutral flame is maintained at all times. 

Pressure Blowpipe, In this blowpipe the acetylene is used at 
almost the same pressure as the oxygen. The oxygen enters the 
mixing chamber at the rear and the acetylene through a couple of 
holes at the side. 




Fig. 8. Sootion of Pressxir^Type Blowpipe 

In the injector blowpipe the rapid expansion into the tapered 
mixing chamber sets up a whirling action and produces an intimate 
mixture of the oxygen and acetylene so that a ratio of 1.05 parts 
oxygen to 1.00 part acetylene is obtained, which is almost the theo- 
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8 OXY-ACETYLENE WELDING 

retical or perfect ratio of 1 .00 to 1 .00. In the pressure blowpipe there 
is no means of obtaining such an intimate mixture of the gases in the 
mixing chamber, Fig. 8, which in most cases is not tapered, and con- 
sequently about the best ratio obtainable is 1.14 to 1 .00. This larger 
amount of oxygen is, of course, wasted and, besides, tends to produce 
an oxidized weld. It is the surface oxidation, or burning, of the 
molten metal that leads some operators to beUeve that they are 
welding fast, while in reality they are only burning the surface and are 
not fusing the metal underneath. 

Oxy-Acetylene Flame. The oxy-acetylene flame is the hottest 
flame obtainable. Its temperature of 6300® F. is 2000 degrees above 
that of any of the other flames. This high temperature allows the 
work to be done quickly and with only a very slight loss of heat due 
to conduction and radiation. 

There are three phases of the oxy-acetylene flame, Fig. 18, 
namely, the neutral, or welding, flame; the carbonizing, or reducing, 
flame; and the oxidizing flame. Each of these has its characteristic 
appearance and it takes only a little practice to instantly recognize 
them. The appearance of these will be taken up later under "Flame 
Regulation", page 25. 

E^ansion and Contraction. These natural changes of the work, 
due to the heat of the welding, are taken care of in the case of rolled or 
forged materials by proper spacing of the edges or by holding the work 
in suitable jigs and, in the case of castings, by proper pre-heating and 
cooling. The most satisfactory methods of handling this feature will 
be taken up under the instructions for welding various materials. 

Preparation of the Work. This is a very important feature and 
should receive the operator's best thought and effort. A fair amount 
of reasoning and planning on the part of the operator before he 
attempts a job will save considerable time and keep the cost of the 
welding low. The operator should figure out several ways and means 
of handling the particular task at hand, and should then select the 
best. This applies especially to castings, such as crankcases and 
cylinders, which may be welded perfectly if the operator uses good 
judgment but which will be ruined if he does not. 

Welding Rod. Thin plates may be welded by bringing the edges 
into contact and fusing them together. For heavier work, the edges 
are beveled to form a groove, and a filling material, or "welding- 
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rod", 13 fused into the groove. In most cases a material similar to 
the work being welded is used. The operator may build up the weld 
by means of the welding rod so that the section at the weld is greater 
than the section before welding, thus insuring a strength even greater 
than the rest of the piece. 

Flux. A suitable flux is used in cast iron, aluminum, brass, 
copper, etc., welding to dissolve any impurities and to give a film, 
or protecting coating, to the fused material to prevent oxidation. 

Both the welding rod and the flux used are extremely important 
factors in the welding and should be obtained from a reliable manu- 
facturer who supplies only materials that are tested and analyzed to 
determine their purity and suitability for the work. 

Strength of Weld. With proper equipment and suitable rods 
and fluxes, the strength of the weld will depend mainly upon the skill 



and caie of the operator. An operator who has had considerable 
experience and who is careful with his work should be able to obtain 
as high as 95 per cent the strength of the original material, although 85 
per cent may be taken as a safe lower limit for the average good welder. 

Working and Hammering. If the weld is hammered when at 
the proper temperature, its strength will be increased, in the case of 
welds in steel, by making the grain of the material finer. 

Experience qf Operator. Poor work due to carelessness or 
inej^rience of the operator, poorly designed and cheaply constructed 
apparatus that is not capable of handling the work, may be held 
responsible for such failures as may occur in the oxy-acetylene process. 

The handling of the process is not difficult and, therefore, some 
operators undertake difficult jobs before they are sufficiently capable 
or experienced. When such a job fails, it is but natural that both the 
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customer and the operator should blame the process rather than the 
way in which the work was handled, lime may be very profitably 
spent in practice on scrap material before undertaking work on mate- 
rials with which the operator is unfamiliar. By thus laying the 
foundation for a satisfactory result, the operator may quickly develop 



his skill to the point which will bring him the confidence and patron- 
age of a constantly increasing number of customers. 

Oxy-Acety\ene Cuttii^. Cutting by the oxy-acetylene process 
is done by means of a separate blowpipe. Fig. 9, quite different in 
construction from that used for welding. A more detailed description 
of the cutting process is given on page 77. 
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ELECTRIC PROCESSES 

Methods. For a number of years electric welding was used as a 
laboratory experiment, but recently the process has been more fully 
developed. Two distinct methods are utilized: one, the electrio- 
resistance welder, or spot-welder, Fig. 10; and the other, theelectric- 
arc welding machine, Fig. 1 1 . 

^>ot-Welder. The electric-resistance welding process provides 
for the passage of a heavy current through the joint between the 
pieces to be welded, allowing the resistance of the bad contact to heat 
them locally until they are soft enough to stick together; squeezing 



the pieces while soft will then cause them to adhere. This process is 
used mostly in making light automobile parts, such as mud guards, 
bonnets, etc., rather than for repair. It is also used to some extent 
instead of small rivets in light sheet-metal work and for spotting, or 
tacking, small parts together preparatory to welding them with the 
oxy-acetylene flame. 
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Arc Welder, Id order to do welding with the electric arc, after 
suitable equipment has been provided, it is necessary to first connect 
the work to the positive side of the power-supply drcuit and the 
welding electrode to the n^ative side of the circuit by means of wires 
or cables, with the regulating devices in circuit to control the amouut 
of current flowing. The negative electrode is then placed lightly in 
contact with the work and quickly withdrawn to make the circuit 



and draw the arc, thus providing the high temperature required for 
welding. 

Electric-arc welding usually consists in using the heat of the arc 
to fuse, or melt, the filling material into the place to be filled, although 
the article worked upon may be melted down sufficiently to fill the 
space if it is large enough at the point to be welded. 

Two methods, or processes, using the arc for welding, are in 
commercial use, these being the metallic and the graphite, or carbon, 
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Metallic Electrode, The metallic welding process consists in using 
a piece of wire of the proper kind as the negative electrode of the ar<5 
and fusing it into place, drop by drop, Fig. 12. 

Graphite Electrode. The graphite process consists in using a piece 
of graphite, or carbon, as the negative electrode and fusing a piece of 
metal into place by the heat of the arc. 

Apparatus. It is possible, though not practical, to do electric- 
arc welding, having nothing but a source of primary current, and some 
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Fig. 13. Wiring Diagram f or C & C Welding System 

means for regulating the amount of current flowing, but the use of 
resistance only as a means of regulating the amount of current flow is so 
wasteful that other apparatus must be used for the sake of economy. 
It is well known among electrical men that a motor-generator set 
gives the best regulation of voltage, therefore, the leading arc-welding 
outfits in use today consist of a motor-generator set with suitable 
rheostats, resistances, circuit-breakers, fuses, indicating instnunents, 
and switches for controlling the motor-generator and welding cir- 
cuits. Fig. 13. 
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From the foregoing description, it will be siumised that an electric- 
arc welding equipment will be too expensive in initial cost for the 
average auto repair shop. However, it finds a useful field in the 
welding of very heavy work where there is sufficient volume of it to 
justify the investment. 

TECHNIQUE OF OXY-ACETYLENE WELDING 

SIMPLE WELDINQ JOB 

Apparatus Required. The material in the following paragraphs 
must not be considered as instructions for welding but merely as a 
brief discussion of the various steps in making a simple weld. Conoi- 
plete instructions for connecting and operating the equipment are 
given in detail later. In general, the following equipment is needed 
for every welding job, no matter how small: 

(a) A welding blowpipe 

(b) A supply of oxygen 

(c) An oxygen regulator 

* (d) A supply of acetylene 

(e) An acetylene regulator 

(f) , Hose to connect blowpipe to oxygen and acetylene supplies 

Preparing the Metal. First, the edges of the two pieces of metal 
to be welded are chamfered or beveled, so that when they are placed 
together the two beveled edges form a V, the width of the V being 
about equal to the thickness of the metal. 

Next, the two pieces are placed together on a flat surface of fire 
brick, or other nonconductor of heat, so that the edges just touch at 
the bottom of the groove. This gives the line of the weld. The two 
pieces are then ready to be welded as soon as the apparatus is con- 
nected. 

Connecting the Apparatus. To connect the apparatus, the 
following steps should be taken: 

(1) The oxygen regulator is connected to the oxygen cylinder. 

(2) The acetylene regulator is connected to the acetylene cylinder. 

(3) The one hose is connected to the oxygen regulator and to the 

blowpipe. 

(4) The other hose is connected to the acetylene regulator and to the 

blowpipe. 
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(5) A welding head is selected and attached to the blowpipe. 

(6) The oxygen and acetylene are turned on and the blowpipe is 

lighted. 

Welding. The operator is now ready to weld. He takes the 

lighted blowpipe in his right hand. Fig. 14, and plays the flame upon 

the beveled edges of the two pieces of metal to be welded. The 

intense heat of the flame melts the edges and they flow together. As 
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the edges flow together, the operator melts in new metal from a rod 
which he holds in his left hand, so that the entire goove is filled up, 
producing a perfect union or weld. 

When the entire groove has been filled in this manner, the 
operator turns out the blowpipe, and allows the metal to cool. 

The foregoing is a brief outline of the steps taken by an operator 
in performing a simple operation of welding two small pieces of steel. 

We will now take up these different steps and will give more 
specific and detailed descriptions of the welding apparatus and com- 
plete instructions in its operation and use. 



I 
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OPERATION AND CARE OF WELDING APPARATUS 

Necessity for Care. It is proper that in the operation of the 
welding apparatus we should lay stress upon the importance of careful 
and orderly methods in the handling of such apparatus. It should 
be borne in mind that the regulators and gages are sensitive measuring 
devices, that in the blowpipe the orifices are carefully designed and 
accurately machined to permit the passage of a definite quantity of 
gas and, therefore, that rough usage and abuse will certainly decrease 
their efficiency. It is not necessary in this place to give detailed 
instructions for the operation and care of the various makes of appara- 
tus, because these are invariably furnished by the manufacturers with 
their equipment. 

Because of the fact that dissolved acetylene is most generally 
used in garages and small job shops, we will confine our explanations 
to the use of apparatus with cylinder equipment. Owing to the 
greater simplicity of handling, however, the operator will have no 
difficulty in making use of generated acetylene when the opportunity 
arises. 

Necessary Welding Apparatus. A complete welding station, 
Fig. 15, for use with acetylene dissolved in cylinders, consists of the 
following apparatus: 

Welding blowpipe G with set of welding heads 

Oxygen welding regulator C with two gages 

Acetylene regulator D with one or two gages 

Adapter L for acetylene cylinder 

Two lengths high-pressure hose E and F 

Darkened spectacles, wrenches, hose clamps, etc. 

Welding Blowpipe. The two types of welding blowpipes were 
described on pages 7 and 8, and need no further explanation as to 
the principles of operation. They are furnished by the manufacturers 
in various lengths to take care of various classes of work, from short 
light-weight blowpipes less than a foot long for light sheet-metal work 
up to blowpipes several feet long, which allow the operator to stay 
away from the intense heat as far as possible when working on heavy 
jobs. 

Welding Heads and Tips. About ten sizes of welding heads, 
or tips, are supplied for use on difiFerent thicknesses of metal and vari- 
ous classes of work, each giving its own special size flame. The 

26 



UXY-ACETYLENE WELDINU 17 

oxygen consumption of the various size heads ranges from about 4 to 
70 cubic feet per hour. In some makes the heads are made of one 



Fig. 15. Compkta Weldinc Suticm 



piece, while in others they consist of a brass or bronze body and a 

copper tip, which can be easily and cheaply replaced when necessary. 

Working Pressures. The necessary pressures of the gas that are 

Tequired by the different size welding heads are given by the mantifac- 
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turers, and it is very important that the operator use only the pres- 
sures recommended if he wishes to get the best economy and the 
strongest weld possible. Some operators beheve that by increasing 
the pressure above that specified by the maker of the apparatus that 
they are able to do the work more quickly and ea^ly. This idea is 
wrong, because when the pressure is increased, the larger volumes of 
oxygen and acetylene cannot mix as well, so that oxide forms in the 
weld and has to be removed. This takes more time and is very likely 
to leave a slightly oxidised and weak weld. 

If the welding head being used is not large enough, use a larger 
size; never try to increase the ability of the smaller head by inCTcasing 
the pressure. 

It is equally bad to use a pres- 
sure that is too low. If this is done, 
continual back-firing will result. 

Care qf BUmrpipe. If the blow- 
pipe is handled properly there will 
be very little deterioration. It 
should only be necessary to clean 
the replaceable and working parts 
and occasionally ream out the tips. 
The tips should never be 
reamed out with any instrument 
„ , ^, , _, ,, i.„ ( other than a copper or brass wire 

Pl<. Ifl. Cleaning Blowpipe by Mems o( r'r ■" •■•' 

oy-g™ undH Pre«a« having a long taper. Care should 

be taken that the orifices of the tips are not enlarged by reaming. 
If they become enlarged, they may be closed slightly by placing a 
conical swag o\ er the end and tapping lightly with a hammer. The 
end of the tip should then be dressed off square by means of an 
^vt™^,.^ file, and the orifice trued round by reaming with a twist 
"Tl proper size 

Sowpipe maj be cleaned by removing both the acetylene 

Jxygen hose and connecting the tip to the oxygen hose. 

d turnmg on the oxjgen to a pressure of about 20 pounds 

'inch, havmg the acetylene needle valve oipen and the oxygen 

^ e closed, so as to drive any obstructions through the larger 

>ages'of the blowpipe. Then close the acetylene valve 

Jie oxjgen valve to clean out the oxygen passages. 
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Regulators. There are various types of regulators on the 
market today, but the most successful ones are very similar in design 
and construction. The principal parts of a constant-pressure regu- 
lator, Fig. 17, consist of the body proper, regulator valve, diaphragm, 
pressure-adjusting spring, safety-relief valve, and gages. 

The diaphragm may be either special reinforced rubber sheeting 
or phosphor bronze. The former is preferred, because it is less likely 
to crack, or split, is more readily replaced, and gives more sensitive 
regulation because of its finer elastic properties. 



Operation cif the Refftdaior. Gas passes from the cylinder valve 
through the passageway to the regulator valve. The pressure over- 
comes the tension of the inner spring and moves the sleeve-piece 
toward the back of the regulator, opening the valve. This allows gas 
to pass into the diaphragm chamber and out of the regulator by way 
of the hose connection. As the pressure in the diaphragm chamber 
increases, the tension of the pressure-adjusting spring is overcome, 
the diaphragm deflects, the sleeve-piece moves forward, and the valve 
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closes partly or all the way. Then, as gas passes out of the regulator 
and the pressure in the diaphragm chamber decreases, the tension 
of the pressure-adjusting spring and the pressure of the gas entering 
the regulator move the sleeve-piece backward, admitting more oxygen 
to the regulator. The pressTire in the diaphragm chamber builds up 
as before, the diaphragm deflects, the sleeve-piece moves outward, 
and the valve closes. 

Oxygen Welding Regulator. This is an automatic regulator 
which is especially designed for welding operations. It is connected 
to the oxygen cylinder and is designed to deUver oxygen to the blow- 
pipe at any imiform pressure at which ithe regulator is set. To do 
successful welding, the oxygen regulator must be as nearly perfect as 
it is possible to construct it. This device is required to reduce a 
pressure which may be as high as 1800 pounds per square inch in 
the cylinder and which is constantly varying, down to a pressure 
from 10 to 30 pounds per square inch; at the same time the regulator 
must keep the lower pressure constant. 

Oxygen regulators are usually equipped with two gages. The 
high-pressure gage shows the pressure of the gas in the cylinder and 
may be used to determine the amount of oxygen in the cylinder (see 
under Measuring Oxygen, page 99). The low-pressure gage shows 
the operating pressure at which the oxygen is being supplied to the 
blowpipe. 

Acetylene Regulator. The acetylene regulator is used with 
acetylene supplied in cylinders. It is connected to the acetylene 
cylinder adapter, and this to the acetylene cylinder. The acetylene 
regulator is designed to deliver acetylene at a imiform pressure, as 
needed by the blowpipe. 

Acetylene regulators are usually equipped with a large gage that 
shows the pressure in the cylinder, but which cannot be used to 
accurately determine the contents of the cylinder (see Measuring 
Acetylene, page 102). A small gage is not necessary with the low- 
pressure, or injector, blowpipe, because the acetylene pressure required 
by this type of blowpipe is very low — only a few ounces. With the 
pressure blowpipe, however, a small gage is necessary, because it is 
important to know that the acetylene pressure, which ranges from 2 
to 13 poimds per dquare inch, is supplied to the blowpipe at the 
required pressing for the tip used. 
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Care of Regulators, Never drop or jar a regulator. Do not use oil, 
grease, or any organic material for lubrication in connection with regu- 
lator. If it becomes necessary to lubricate the pressure-adjusting 
screw, or to repack a needle valve, make use of a little glycerine — 
nothing else. 

Do not allow dust to enter the regulator. Always insert the 
dust plug when the regulator is not in use. These are supplied with 
most regulators and are intended to keep dust out of the regulator 
when it is not in use and to protect the union nipple at the back. 

Do not change the regulator from one cylinder to another without 
releasing the pressure-adjusting screw. The diaphragm is liable to be 
ruptured if there is tension on it when the sudden rush of gas takes 
place as the cyUnder valve is opened. 

Do not attempt to repair, adjust, or change the internal mechan- 
ism of the regulator, other than replacing the diaphragm and resurfac- 
ing or replacing the valve seat. Send it to the manufacturer for 
repairs. 

Do not replace diaphragms or valve seats with any material 
other than that supplied by the manufacturer for this purpose. 

Hose. The best hose that it is possible to obtain should be used, 
because it is really the most economical in the end, although it might 
cost more at the beginning. A good grade of two-ply hose will be 
foimd to be flexible, light weight, easy to handle, and, at the same 
time, will not kink easily nor be permanently flattened if heavy 
objects happen to accidentally fall on it. In selecting a hose, the 
welder should see that he gets a hose that has a finished inside surface, 
so that small particles of rubber and dust will not flake off and be 
blown into and clog the blowpipe or welding head. 

It is best to use different colored hose for the oxygen than for 
the acetylene to prevent errors in connecting and to avoid any pos- 
sible danger from mterchanging. 

Care of Hose. Both the acetylene and the oxygen hose should be 
blown out occasionally so that dirt and dust will not be carried into 
the blowpipe. This can be done by removing the hose from the 
blowpipe, connecting each in turn to the oxygen regulator, and 
allowing oxygen of about 20 pounds per square inch to Wow through 
it. Examine the hose, from time to time, for leaks by immersing in 
water when under pressure. 
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INSTRUCTIONS FOR CONNECTING APPARATUS 

Preliminary Operations. The following directions are given 
as a starting point for beginners in the operation of welding equipment. 
The letters given refer to the labeled parts in Fig. 15, page 17. 

1. First open the oxygen cylinder valve B for a moment to 
blow out any dirt or dust which may have collected in the valve, so 
that it cannot enter the oxygen regulator when it is attached to the 
cylinder. 

2. Remove the regulator dust plug and attach the oxygen 
regulator C to the oxygen cylinder A, 

3. Connect the oxygen hose E to the oxygen regulator and to 
the oxygeti hose connection on the blowpipe G. The hose connec- 
tions are usually readily distinguished by markings on the needle 
valves. 

4. Release the pressure-adjusting screw on the oxygen regulator 
by turning to the left imtil it is perfectly free. 

Do not open the valve on the oxygen cylinder imtil positive that 
the adjusting screw on the regulator is fully released. The diaphragm 
may be ruptured and the regulator put out of commission. 

5. Slowly open the oxygen cylinder valve B as far as it iviU go. 
Not part way. 

Do not leave the valve on the oxygen cylinder only part way open. 
This valve seats when fully opened or closed, but is likely to leak when 
open only part way. 

Do not handle the regulator with greasy hands nor allow any oil, 
soap, or organic matter to come in contact with any part of the regu- 
lator or cylinder valve. Oxygen under high pressure coming in con- 
tact with these substances is dangerous. 

6. Wipe out the acetylene cylinder valve to remove any dirt 
or dust which may have collected in the valve, so that it cannot enter 
the acetylene regulator when it is attached to the cylinder. 

7. Attach the adapter L to the acetylene cylinder K. 

8. Remove the regulator dust plug and attach the acetylene 
regulator D to the adapter. 

9. Connect the acetylene hose F to the acetylene regulator and 
to the acetylene hose connection on the blowpipe G. 

10. Release the pressure-adjusting screw on the acetylene 
regulator by turning to the left imtil it is perfectly free. 

32 



OXY-ACETYLENE WELDING 23 

11. Open the acetylene cylinder valve about three full turns by 
means of the wrench J, 

12. Select the welding head of the size suitable for the work in 
hand. Screw the welding head down firmly, but not too tightly, into 
the head of the blowpipe with the wrench provided for that purpose. 

Starting the Work 

How to Light the Blowpipe. 1. Take the blowpipe in hand and 
open the oxygen needle valve fully. 

2. Tiun the oxygen pressure-adjusting screw to the right until 
the required pressure for the welding head being used shows on the 
low-pressure gage. See the maker's chart for the correct pressure. 

3. Close the oxygen needle valve. 

4. Open the acetylene needle valve fully. 

5. Turn the acetylene pressure-adjusting screw to the right until 
a good jet of acetylene issues from the welding-head orifice. In the 
case of pressure blowpipes, turn the screw until the required pressure 
for the welding head being used shows on the low^-pressure gage. (See 
the maker's chart for the correct pressures). 

6. Open the oxygen needle valve slightly and light the blowpipe 
by means of the pyro-lighter that is usually furnished. 

7. Open the oxygen needle valve fully. 

Note: A back-fire might occur when turning on the oxygen if there is not 
enough acetylene being supplied. If this occurs, increase the acetylene supply 
by tummg the acetylene pressure-adjusting screw farther to the right. 

8. Adjust the acetylene pressure-adjusting screw to give a 
slight excess of acetylene to the flame. 

9. Adjust the acetylene needle valve to give a neutral flame 
(see under Flame Regulation, page 25). 

How to Shut Off the Blowpipe. In the case of the injector type 
bhwpipe, first close the acetylene needle valve, and then the oxygen 
needle valve. 

In the case of pressure blowpipes, first close the oxygen needle 
valve, and then the acetylene needle valve. 

When laying aside the blowpipe for a short time, the pressure- 
adjusting screws on both regulators should be released by turning to 
the left imtil free. 

When work is suspended for any considerable time, the valves 
on both cylinders should be closed. 
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Never light the bloivpipe unless some oxygen is passing through it. 
If the blowpipe is lighted, or burned, with only acetylene passing 
through it, there will be a deposit of carbon made in the tip, which will 
in time clog the orifice and interfere with the perfect operation of 
the blowpipe. 

Back-Firing. If the flame is not properly adjusted, or the tip 
becomes clogged, the blowpipe may back-fire. When this occurs, 
first close the acetylene needle valve quickly, then open it again fully 
and relight the blowpipe. If the back-fire continues, close both the 
acetylene and oxygen needle valves. Then relight the blowpipe and 
proceed in the usual manner. 

If the blowpipe becomes overheated, it may back-fire. When 
this occurs, it may be cooled by plunging it into a bucket of water. 
Be sure that the acetylene has been shut off and a small quantity 
of oxygen is flowing through the blowpipe to prevent water backing 
into the tip and causing further back-firing when the blowpipe is 
relighted. 

Oxy-Acetylene Blowpipe Flame 

Character of Flame. The oxy-acetylene flame consists of two 
parts — ^an inner cone, which is incandescent; and an outer envelope, 
or nonluminous flame, which is sometimes called the secondary flame. 

The temperature of the oxy-acetylene flame, taken at the extrem- 
ity of the inner cone, is very much higher than that of all other flames. 
It is calculated to be approximately 6300° F. One of the main reasons 
for the superiority of the oxy-acetylene flame over all other welding 
lies in the fact that this high temperature is concentrated at the point 
of inner cone. 

The character of the oxy-acetylene flame depends upon the 
proportion of oxygen and acetylene contained in the mixture and 
the thoroughness of the mixture as it issues from the tip of the blow- 
pipe. Varying proportions of the gases produce three characteristic 
types of flame, Fig. 18, called, respectively, reducing, or carbonizing, 
flame; neutral, or welding, flame; and oxidizing flame. Each type has 
its characteristic appearance, and it takes only a little practice to 
instantly recognize each. The welder should at all times observe 
carefully the type of flame produced and promptly correct any 
divergence. 
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Neutral, or Welding, Flame. A neutral flame is produced "when 
acetylene and oxygen bum in the proper proportion, theoretically 
1.00 volume of oxygen to 1 .00 volume of acetylene. The appearance 
of this flame is chaiacteristic, Fig. 18 b. It is made up of a dbtinct 
and clearly defined incandescent cone, or jet, of bluish hue, surrounded 
by a faint secondary flame, or envelope, purplish yellow in color and 
of a bushy appearance. 

The incandescent cone may be from iV t<) 3 i>icli in length and is 
usually roimded or tapered at the end. The maximum temperature 
of the oxy-acetylene flame is ^ to A inch beyond the extremity of 
this cone. 



Fi«. 18. Oxy-Aoetylow Fltune, Top, Redudu Flune: Middle. Neutral Flune: 

The middle illustration in Fig. 18 shows roughly the character- 
istic appearance and formation of the neutral, or welding, flame. 
This flame is the one most extensively used, and no welder is proficient 
until he is thoroughly familiar with its appearance and distinguishing 
characteristics and is able to maintain this flame under working 
conditions. 

Flame BegtdaHon. The neutral flame is obtained by starting 
with & flame having a slight excess of acetylene and gradually cutting 
down the acetylene supply by means of the blowpipe needle valve. 
As this is done, the streaky appearance of the inner cone will 
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gradually diminish. The flame is neutral when the straakiness just 
disappears. 

Carbonizing, or Reducing, Flame, The reducing, or carbonizing^ 
flame is produced when there is an excess of acetylene in the flame. 
This flame is of an abnormal volume, dirty yellow in color, of uniform 
consistency, and has a streaky appearance. By gradually decreasing 
the acetylene supply at the needle valve, the size of the flame is 
decreased, and gradually a white cone of great luminosity appears at 
the blowpipe tip. The extent of the reducing, or carbonizing, action 
of the flame is judged practically by the size and definition of the 
luminous cone. When this cone becomes more clearly defined and 
takes the form and color of a bluish white incandescent cone, or pencil, 
the streakiness is further diminished, and the flame approaches the 
neutral stage. The upper illustration in Fig. 18 shows a reducing, or 
carbonizing, flame that has a fair but not large excess of acetylene. 
The temperature of the reducing flame is considerably Igwer than that 
of the neutral flame. 

Use of Reducing Flame. A slight excess of acetylene is used in 
the welding of brasses, bronzes, aluminum, and certain alloy steels 
to guard against the burning out of easily oxidized elements. It has 
also been used in the case of certain mild steels to increase the carbon 
content to seciu'e greater hardness. In this connection it must be 
remembered that increase in hardness is usually accompanied by 
decrease in strength, so that in general welding an excess of acetylene 
should not be used. 

Oxidizing Fhme. An oxidizing flame is produced when there is 
an excess of oxygen in the flame. The effect of too much oxygen is to 
diminish the size of the flame, blunt or blurr the inner cone, and pro- 
duce a weak, streaky, or scattering flame. . In some blowpipes, the 
inner cone is not only diminished in size but is slightly bulged at its 
extremity as compared with the neutral flame, which is shown in 
the middle of Fig. 18. The lower illustration in Fig. 18 shows the 
oxidizing flame. 

Caution Against Oxidizing Flame. An oxidizing flame should be 
carefully guarded against or it will become a soiu'ce of trouble. An 
excess of oxygen will burn the metal, causing weak welds, and in the 
case of cast iron it will produce a hard weld that will be difficult to 
machine. 
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Manipulation of Blowpipe and Welding Rod 
Posltioii of Hose. Occasionally the hose is thrown over the 
operator's shoulder. In this case the weight of the blowpipe is sus- 
pended and held by the hose so that it is only necessary to impart the 
peculiar welding motion to the 
blowpipe, which can usually be 
done by the fingers. However, this 
method is not generally recom- 
mended, as it seriously hinders the 
free movement of the welding 
flame. It should be used only as 
a rehef when the work is of long 
duration and the operator's wrist 
and forearm become tired. 

Position of Blowpipe. The 
operator, having Ughted the blow- 
pipe and properly adjusted the 
flame, is now ready to begin weld- 
ing. Grasp the blowpipe firmly 
in the hand, as shown in Fig. 19. 
The blowpipe b so designed that it 
balances properly when grasped at this point. It is not good practice 
to hold the blowpipe in the fingers, because it is not possible to 



Fig, 20. Blon^w Should Fig, 21, Blowpipe Should Fie- 22. Blowiripe Should 

Not Be InaliDed Too Much Not Be Held Too VerCicB] Not Tnvel BJukinnU 

manipulate the flame with as great regularity and control, nor will 
it be possible to do as heavy work without tiring. 

Inclinatvm of Blowpipe. The head of the blowpipe should be 
inclined at an angle of about 60 degrees to the plane of the weld. 
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The inclination of the head should not be too great, Fig. 20, because 
the molten metal will be blown ahead of the welding zone and i^v^ill 
adhere to the comparatively cold sides of the weld. On the other 
hand, the welding head should not be inclined too near the vertical. 
Fig. 21, or the secondary flame will not be utilized to its full value for 
pre-heating the metal ahead of the actual welding. 

In ordinary welding practice it is best that the top of the blow- 
pipe be so inclined and so directed that the maximum amount of pre- 
heating is obtained without blowing the molten metal ahead. 

Travel of Blowpipe. The travel of the blowpipe should be away 
from the welder and not toward him. Fig. 22, as the work can be 
observed more closely and done more easily and quickly. 

Movement of Blowpipe. In making a weld a simultaneous fusion 
of the edges of the parts to be joined and the welding rod is necessary. 
If this does not occur, a true weld is not produced. 





Fig. 23. Circular Motion of Blowpipe for Fig. 24. Oscillating Motion of Blowpipe 

Welding Light Sections for Welding Heavy Sections 

In the case of parts which have been chamfered out and which 
require the use of filling material, a peculiar motion must be imparted 
to the blowpipe, which will take in both edges of the weld and the 
welding rod at practically the same time. 

In comparatively light work a motion is imparted to the blowpipe 
which will cause the incandescent cone to describe a series of over- 
lapping circles, as shown in Fig. 23. This overlapping extends in the 
direction of the welding. This motion must be constant and regular 
in its advance so that the finished weld will have a good appearance. 
The speed of progress should be such that complete fusion of the three 
members referred to is secured. The width of this motion is depend- 
ent upon the size of the material being welded and varies accordingly 
with the natiu*e of the work. It does not take much experience to 
establish the proper size motion and the proper rate of advance for 
the various sizes and kinds of metals. 
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In very heavy work, if the above system were used, a great deal 
of the motion would be superfluous. Consequently, a ^novement 
in which the cone of the flame will describe semi-circles should be used, 
as shown in Fig. 24. This confines the welding zone and concentrates 
the heat. While the progress is not so fast, it is more thorough than 
the other system for this class of work. 

Importance of Movement. To the average b^inner the regular 
control from these motions is difficult. It requires considerable 
practice and experience to become skilled in this, but it is the regu- 
larity of these motions that produces the characteristic rippled surface 
of good welding. The progress of a welder and the quaUty of his 
work can be determined to some extent by the skill with which he 
produces this effect. 

Positioii of Welding Rod. 
After the beginner has mastered the 
peculiar motions of the blowpipe, 
his next step will be to properly 
introduce the welding rod into the 
weld in such a manner that the 
regular advance of the blowpipe 
will not be hindered or retarded. 

The welding rod, or wire, j^ i^. corr«t m^w of Hoidio, 
should be held and incUned, as w.idio<R«i 

shown in Fig. 25. In this position a sufficient quantity of material 
may be added at the right time. If the welding rod were held in a 
vertical or horizontal position, the welder would be liable to add an 
excess of metal, part of which would not be properly fused. 

When to Add Welding Bod. Great care must be taken in adding 
this metal that the edges of the weld are in their proper state of fusion 
to receive it. If the metal is not hot enoi^h, the added material will 
simply adhere to the sides, resulting in adhesion only, not a true weld. 
It is, therefore, necessary to produce equal fusion at the edges of the 
weld with that of tlie welding rod by the correct motion of the 
blowpipe. 

How to Add Welding Bod. When the proper time arrives to add 
the filling material, the welding rod is lowered into the weld until it is in 
contact with the molten metal of the edges. When in this position the 
flame of the blowpipe {3 directed upon it, and thus fusion is produced. 
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111 welds of unusual depth the end of the rod is immersed in the 
molten metal and the blowpipe flame is played around it. The 
material is thus protected from the air and the gases of the blowpipe. 
The heat of fusion in this case is supplied mostly from the molten 
metaj which surrounds the rod. 

FauUa to Be Avoided. The usual faults of the average beginner 
are: first, failure to introduce the welding rod into the welding zone 
at the proper time; second, to hold 
the rod at the wrong angle; and 
third, to fuse either too little or 
too much of the rod. The filling 
material when melted should never 
be allowed to fall into the weld in 
drops, or globules. Fig. 26. 

Building Up the Weld. In 

welding it is customary to build up 

the welded portion in excess of the 

. .P«- ?*■ ^^^ ^ ^?^ }^°i^ thickness of the original section. 

Allowed to F«U iDlo the Weld in Drops " . 

There are several reasons for doing 
this. First, the weld is reinforced and the strength is accordingly 
increased. Second, in case it is desired to finish the surface there is 
sufficient stock to allow machining. Third, in some cases small pin- 
holes or blowholes may be found just under the surface of a weld, 
which do not extend to any depth in the weld and may be removed 
by filing or machining. 

GENERAL NOTES ON WELDING 

The above are basic principles involved in producing all good 
oxy-acetylene welds. There are many detailed operations which 
must be learned by practice for the successful handling of the 
different metals, but by keeping in mind these basic principles and 
by applying them properly, the more difficult operations can be readily 
mastered. 

Haste Fatal to Qood Welding. It is a fundamental rule for 
successful welding that the operator must give his undivided attention 
to the work in hand. Do not try to hurry over or alight any step of the 
work. You cannot weld faster than the metal will melt and fuse 
together. 
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Burning a Hole in the Metal. Occasionally an operator becomes 
so interested in some minor detail of his work that he allows the flame 
to bum throi^h the metal and form 
a hole. 

How to Weld Up a Hole. It is 
a difficult operation for a beginner 
to fill these holes. His first at- 
tempts usually result in enlarging 
the holes instead of closing them. 
The proper way to take care of 
this is to incline the blowpipe so 
that the flame is almost parallel to 
the surface of the work. Fig. 27. fi«, n. Method o( mung ia a De^ 

,,,. , , , , . . , . . . Hole— start at the Upper Edce 

With the blowpipe m this position, 

play the flame upon the upper edge of the hole until the sides become 
plastic, taking care that the edges do not become entirely fused. 
When the edge is in the proper condition, the welding rod is interposed 
and a small amount of metal is added to the top edge of the hole. 
This operation is repeated until the hole is filled in. As the work pro- 
gresses, the blowpipe is gradually raised until it resumes its normal 
position. 

Overhead and Vertkal Welding. In welding overhead. Fig. 28, 
or vertically. Fig, 29, the same 
procedure is followed as in filling a 
hole. The metal should not be 
allowed to reach the state of fusion 
that is secured in ordinary weld- 
ing. It should be hot enough to 
assimilate the welding rod, but not 
so fluid that it will flow out of the 
weld. In overhead welding care 
should be taken that oxidation 
does not occur, because the 
molten oxide will flow from the 

weld and seriously inconvenience f«. 28. overhMd weidiag 

the operator. 

Beginning a Long Weld. In beginning a long weld pains should 
be taken to see that it is started properly, and at this point of the 
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woric time should not be spared. When the weld is properly started 
the si)eed may be inCTeased. As the weld advances the speed becomes 



Flc. 20. Vertical Welding 

greater, because the material becomes heated up and the blowpipe 
action is faster. 

Defects in Welds. There are a number of sources of defects 
in welds, and the avenge beginner usually encounters all of them 
before be becomes a skilled welder. 

Improper FkiTne Adjustment. If the flame is not properly 
adjusted the weld will be inferior. The commonest fault is the 
presence of too much oxygen in the weldit^ flame. Unless the 
operator takes a great deal of care in removing the oxidized partides, 
they will.be incorporated in the weld, Fig. 30. The oxide, of course. 



FIc. 30. Oiidiiad WeM 



greatly decreases the strength and greatly affects the other mechanical 
properties of the weld. 
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Fig. 32. Adhesion of Added Metal to Edges ol 

the Weld 



Failure to Penetrate. A fault, not only of the beginner but also of 
the skilled operator, is failure to penetrate to the bottom of the weld, 
Fig. 31, and is the cause of a great many defective welds. In his 
desire to complete a weld as soon as possible, the operator very often 
hastens over the most important 
part of the work, which is to 
secure the absolute fusion of the 
edges at the bottom of the weld. 
Failure to do this not only 
reduces the section of the metal 
at the weld, but also gives a line of weakness in case the welded 
pieces are submitted to bending or transverse strains. 

Adhesion of Added Metal. When molten metal from the welding 
rod is added to the edges of the weld which are not in fusion, a weld 
is not secured. The added metal merely adheres to the cooler metal, 
Fig. 32, and perfect fusion is not secured. Adhesion may be caused 
by improperly chamfering the pieces to be welded, by improper inch- 
nation of the blowpipe, by improper use of the welding rod, or by 
faulty regulation and manipulation of the welding flame. 

The tendency of beginners is to not prepare the pieces properly 
for welding. Usually the chamfering, or grooving, is either not deep 
enough, that is, does not extend entirely through the section to be 
welded, or it is not wide enough. In welding pieces improperly 
prepared the tendency of adhesion is great. 

The most common fault is the addition of the welding rod to the 
edges of the weld before they are in fusion. The adhesion in this case 
is appUed to both edges. Sometimes one edge of the weld is in fusion, 
but the other is not. In this case adhesion is applied to only one side. 





Fig. 33. WeU NU Properly Reinforced Fig. 34. Weld Properly Reinforced 

but with the effect that the strength of the weld is lessened the same 
as when adhesion occurs on both sides. 

In some cases the edges of the metal are brought to a state of 
fusion too soon, so that oxide has an opportunity to form on the edges 
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of the weld. Then, when the welding rod is added, adhesion occurs 
with a film of oxide separating the edges and the added material. 

Often an operator will concentrate the flame upon the welding 
rod and the edges of the weld. Then, as the blowpipe is played 
around the welding rod, some of the molten metal is forced ahead. 
The metal ahead is not in the proper state of fusion and consequently 
adhesion results. 

Insufficient Reinforcing, It is not uncommon to see welds 
produced that do not contain enough metal. Fig. 33. All welds 
should be reinforced with additional metal as in Fig. 34. In case a 
smooth finish is desired this excess metal can be removed by grinding 
or machining. Too great an excess of metal n^ust not be added be- 
cause this takes extra time and the gases are wasted. 

WELDINQ FOR DIFFERENT METALS 

PROPERTIES OF METALS 

Before the beginner takes up the actual welding of metals, it is 
necessary that he study their properties, peculiarities, and behavior 
under the action of the welding flame. Some of the physical proper- 
ties of the more common metals are given in Table I. 

Melting Point. The first property that the welder should 
consider is the melting point or temperature at which the metal will 
fuse or become fluid. The average welder is usually fairly familiar 
with the difference in melting points of lead or zinc, and iron or steel; 
but he is usually not familiar with the difference between the melting 
points of brass, bronze, copper, white cast iron, gray cast iron, etc. 
This knowledge is especially important if it becomes necessary to weld 
members of dissimilar materials. 

Thermal Conductivity. The conductivity of a metal is its 
ability to transmit heat throughout its mass. This property, which 
is not the same for all metals and varies within wide limits, is of great 
importance to the welder. It can be seen that if one metal conducts 
or transmits the heat from the welding blowpipe more rapidly through- 
out its mass than another, it is necessary that allowance be made both 
as to the pre-heating equipment and the size of the blowpipe used. 

In welding metals of high thermal conductivity, it is necessary 
to use oversize blowpipes — as in the case of copper. Although the 

44 



IIXY-ACETYLENE WELDING 






s 

X 



Hi 




If 



I is 







36 OXY-ACETYLENE WELDING 

melting point of copper is low, yet the conductivity is high*, and, 
consequently, a blowpipe of the same size as would be used on a 
similar section of steel must be used. 

The conductivity of a metal will have a great bearing on the 
consideration of expansion and contraction. If one metal absorbs 
or leads the heat away from the welding blowpipe more rapidly than 
another, the heated area will become very much larger, and, conse- 
quently, the expansion and contraction more severe. 

Specific Heat. The specific heat of a metal is the amount of 
heat that is absorbed when it is raised through a certain range of 
temperature. A metal having a low melting point but relatively 
high specific heat may require as much heat to bring it to its point of 
fusion as a metal of high melting point and low specific heat — as in 
the case of aluminum compared to steel. 

Coeflficient of E]q>ansion. The linear increase per unit length 
when the temperature of a body is raised through one degree is its 
coefficient of expansion. 

The coefficient of expansion varies materially with the diflPerent 
metals. Of the metals most commonly welded, as seen from Table I, 
aluminum has the greatest expansion, bronze and brass next, then 
copper, steel, and iron. Aluminum expands almost twice as much 
as iron or steel, consequently, in dealing with aluminum work it is 
necessary that this feature be considered very seriously. 

E]q>ansion and Contraction. When a body of any material is 
subjected to an increase in temperature, it expands and its volume 
and linear dimensions are increased.^ When the temperature is 
lowered a reverse action takes place, the body contracts, and its 
volume and linear dimensions decrease. Metals or metallic bodies 
are very susceptiUe to this change in volume due to variations in 
temperature. 

The effect of this expansion and contraction is of great impor- 
tance to the welder. It is impossible for the welder to produce satis- 
factory work until he has a knowledge of the nature and the amount 
of expansion usually encountered and of how to compensate for it. 

The expansion and contraction of the welded piece cannot 
be controlled or arrested mechanically, because the force of expansion 
is irresistible. In malleable, or ductile, metals the expansion is liable 
to produce warping or deformation of the piece, while in materials 
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that are not of this nature — brittle materials — such as cast-iron, the 
result of the expansion and contraction, unless properly taken care of, 
is fracture. 

If the expansion can take place in all directions, it will give the 
welder no trouble, as the piece will expand equally all over, and upon 
cooling will contract to its original volume. If, however, the welding 
takes place at a point that is confined by various parts or by the par- 
ticular construction of the piece, it is then necessary to give it due 
consideration. 

The resultant effect of contraction, produced by the cooling of 
the welded object, must be considered equally with that of expanaon. 
Contraction produces as much cracking, or checking, and warping as 
does expansion. Therefore, it is essential that the welder study not 
only the effect of expansion, but also the subsequent result produced 
by contraction. 

Methods of Handling Expan- 
sion and Contraction. There are 
many ways of taking care of 
expansion and contraction, such 
as heating the entire piece to a 
dull red heat, sunultaneously 

heating opposing similar parts, pw- ^- ®°^^^„*^'''*~*°° "^ 
and breaking the piece at certain 

points to allow free expansion and then re-welding at the break. If the 
material is ductile or malleable, it may be warped or bent out of 
shape to such an extent that the spring will take up completely the 
opposing force of expansion and contraction. This, however, entails 
an accurate calculation and should not be used except where no other 
means are feasible. 

Handling Simple Case of Expansion and Contraction. We will 
first consider the simplest condition of welding. Assume that a long 
bar which is free at each end has broken at pomt A, Fig. 35. In this 
case the welding may be carried out without any fear of encountering 
difficulties due to expansion and contraction. The bar is free to 
expand and contract at each end. While there might be some warp- 
ing or deformation due to the heat of welding if the blowpipe is not 
handled properly, yet, there is very little danger of weakening the 
weld because of internal strains. 
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Now let us assume that this bar is part of a casting, as shown at C, 
which is surrounded and joined to a rigid frame B and D, In this 
case the expansion and contraction due to welding must be taken 
care of. It is readily seen that the expansion is not the force that will 
cause trouble, because when the two pieces expand during welding, 
the metal, which is in a fused condition, is so soft that the expansion 
can take place in the weld and the edges will approach each other. 
This will not aflfect the confined frame. However, consider the action 
on the metal when it starts to cool. Contraction sets in and, as it is 
irresistible, there must be some compensation for the shortening of 
the bar C, If the material is ductile and one that will stand bending, 
deformation or warping will occur.' But, if it is of low ductility, such 
as cast iron, a break will occur either irf the weld or at a line of less 
resistance. 

Methods of Handling, In welding an article of the general 
nature, shown in Fig. 35, when the break is in an internal member, 
such as at C, there are several ways of handling it. 

Heating Entire Casting, The entire piece can be raised to a high 
temperature as referred to above and in this way produce an expan- 
sion in the entire mass, and, consequently, equal contraction. How- 
ever, this is not necessary, and in some cases is not possible; the 
operation also takes more time and costs more. It is only necessary 
at the time of welding to heat simultaneously similar parts to a good 
red heat, in order that the stiffness of the frame may be lessened, and 
thus take care of the contraction. 

Heating Confining Members, In the example referred to, the 
application of a pre-heating burner at the poinds B and D will cause 
the frame to expand in the linear direction of the expansion and con- 
traction produced by the weld. Therefore, when the weld is finished 
and the frame starts to cool and contract, the parts B and C, in as 
much as they were raised to practically the same temperature as the 
metal surrounding the weld, will contract equally and, therefore, a 
successful weld will be produced. 

Use of Wedges, If it is impossible to apply pre-heating at the 
points referred to, another method may be used. By the use of 
jacks, wedges, or similar devices, a casting such as shown in Fig. 35 
may be sprung or bent out of shape, and the edges of the part to 
be welded may be separated. After the weld is executed and con- 
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traction sets in, the jacks, wedges, etc., may be withdrawn. The return 
of the sprung parts to their original positions will compensate the 
contracting strains. 

Breaking Another Member, Another method of taking care of 
expansion and contraction is that of breaking the piece at some extra- 
neous point, such as at E. In this case the expansion and contraction 
will be free to act at the point C without any fear of serious after- 
effect, as the casting is free to spring in any direction, because of the 
loose joint at E, As the point E is not confined, it is an easy matter 




Fig. 36. Complex Case of Expansion and Contraction 

to reweld this break without fear of any bad results. This method, 
however, is dependent upon the thickness of the metal and is one 
that should not be attempted unless no other means are feasible. 

While this diagram is extremely simple, nevertheless the prin- 
ciples to be considered and the methods of handling them are indenti- 
cal with those experienced in all practical work. A clear conception 
of the forces acting, the nature of their action, and how to counteract 
them, is essential in work with the oxy-acetylene blowpipe. 

Handling Complex Case of Expansion and Contraction. A good 
example of a complex case of expansion and contraction is the fly- 
wheel or pulley with broken spokes, as shown in Fig. 36. 
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Assume that the spoke is broken at A. If this were welded with- 
out considering and aUowing for expansion and contraction, the 
shrinkage strain would be so great that failure would occur. 

Pre-heating the rim from JT to X to a dull red heat will cause the 
rim to expand outwardly, separating the edges of the broken spoke. 
While in this state the weld should be made rapidly and then the 
entire wheel allowed to cool slowly. Thus a good weld without the 
presence of internal strains will be produced. The expansion of the 
rim, due to the pre-heating, will offset the contraction of the weld 
in the spoke. 

If the crack in the spoke is near the rim, it is only necessary to 
apply a gas or oil burner to the rim at M until it is at a red heat. 
This will expand the spoke and rim, and separate the edges of the 
break sufficiently to offset the contraction of the weld. 

The spoke may be welded at A without pre-heating if the confin- 
ing member — in this case the rim — is broken to lessen the rigidity. 
In order to do this the rim must be broken at a point P, always close 
to the spoke. First one side of the spoke is strongly tacked at the 
weld. Then the other side is welded two-thirds the way through. 
The tack is then melted out and the weld completed. The rim is then 
welded at point P. If the edges do not meet accurately, they may be 
brought to do so by heating either at M or 0, according to which edge 
is low. 

If two spokes are broken as at A and B, the same general pro- 
cedure as given above may be followed*. In case it is necessary to 
pre-heat a large portion of the casting it is important that the pre- 
heated area always extend beyond the spokes adjacent to those 
fractured, from F to Z. 

If two diametrically opposite spokes are broken such as B and C, 
each may be treated as independent of the other and welded by any 
of the methods given above. 

PRE-HEATINQ 

Reasons for Pre-Heating. Pre-heating is employed for three 
fundamental reasons: 

To Compensate for Expansion and Contraction. When pre-heat- 
ing is used to counteract the effects of expansion and contraction, it 
is necessary that the casting be heated either in certain confined 
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localities or entirely to a dull red, of in some cases to a bright red heat. 
With this treatment the internal strains existing in all welds are 
reduced to a minimum. 

Ta Decrease Coat of Welding. When a weld is bdng executed 
on a large casting, it is too expensive to supply the total amount 
of heat required from the blowpipe alone. To offset this, pre-beating 
by some cheaper method is used, and the result is usually a sawing 
of from 25 to 60 per cent of the cost of welding by means of the blow- 
pipe alone. Then, too, it is possible to accomplish the welding with 
greater speed, due to the casting being at a higher temperature. 

To Make Metal More Receptive to Action c^ Welding Flame. When 
the temperature of a metallic body is raised, the state of the metal 



. Pre-Heatiii« with Weldinc Blowiupe 
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surrounding the weld is more nearly that of the molten metal in the 
weld, and the result is a more homogeneous and smoother-grained 
union, dependent upon the temperature reached in pre-heating. 

Methods of Pre-Heating. There are various means of carrying 
out this preliminary heating. The method used should be governed 
by the particular work in hand. 

Pre- Heating with Welding Blowpipe. The simplest method and 
the one most used on light objects is that of utilizing the flame of the 
welding blowpipe, Fig. 37. In weldii^ thin castings, it is only 
necessary that the flame of the blowpipe be played upon the parts at 
the line of the weld for a few moments, in order that the pieces may 
obtain a red heat. This is, however, expensive, and should only be 
employed on small objects. 
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Gas and OH Burners. If the article to be welded is of fairly large 
^ze, the use of gas. Fig. 38, or oil burners. Fig. 39, is economical. 



Fig. 40. Charcoal Fire for Pre-Hesting Cast 



These pre-heating torches, however, limit the area of the surface 
covered, so consequently are used more successfully on that work 
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which requires locaHzed pre-heating. The flames produced are of 
sufficient temperature, but not the necessary volume to evenly heat 
the entire casting. 

Charcoal Fire, The most satisfactory method of pre-heating is 
by means of a charcoal fire built around the article to be welded. 
The usual procedure is to build a small temporary fire-brick furnace 
around the piece and fill in with charcoal, Fig. 40. This is ignited by 
means of kerosene. As the progress of the ignition of the charcoal 
is rather slow, the pre-heating is carried out gradually. The nature of 
this pre-heating flame is of such evenness and volume that the tem- 
perature imparted to the casting is the same throughout its mass. 

In welding large castings of a complicated nature, such as engine 
cylinders, it is necessary that they be pre-heated evenly throughout 
and that the welding be carried on while the casting is at a dull red 
heat. Therefore, the most satisfactory means of accomplishing this 
is by embedding the casting in charcoal and carrying on the work 
while it is embedded in the hot coals. 

STEEL WELDING 

General Considerations. The welding of steel is apparently 
simple, but in reality it is a fairly difficult material to weld and 
should receive the welder's best thought and care. It is simple to 
produce a nice looking weld that has a smooth even surface, but it is 
not easy to produce a weld that is strong and will stand up under 
service. Welds of high strength are absolutely necessary in cases like 
automobile frame and crankshaft repairs, because a poor weak weld 
might prove fatal. 

Oxidation. It is practically impossible to prevent a certain 
amount of oxidation; but it is very important that it be kept to a mini- 
mum. The oxide that forms on the top of the weld may be removed 
quite easily, because it melts at a lower temperature than the metal. 
It may be floated off the weld while hot, or removed as a thin skin 
after the weld becomes cold. Care must be taken, when adding the 
welding rod, Fig. 30, page 32, that this film of oxide is penetrated, 
because if this is not done the oxide will be incorporated in the weld, 
which will therefore be very weak. 

• Expansion and Contraction. The effect of expansion and con- 
traction is not as severe in steel welding as in cast iron or aluminum; 
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but, nevertheless, it must receive due consideration. In steel castings 
it is taken care of in a manner similar to that used for cast iron, that 
is, by prerheating. In sheet-steel work the creeping, or drawing, of 
the edges is taken care of by arranging the edges of the sheets at an 
angle, or by tacking, or by the use of jigs to hold the work. 

Welding Rod» Each welding head is designed for use with a 
certain thickness of metal. As the volume of the flame varies with 
the size of the welding head, care must be used to select a welding 
rod of the correct size in making welds in sheets of various thickness. 
There is great danger of biu'ning a welding rod that is too small, or, 
if the rod is too large, it may not melt through and will enter into the 
weld in a semifused condition and not be thoroughly incorporated in 
the weld. The following table shows the proper size of welding rod 
to be used for the different thicknesses of sheets: 

Thickness of Shkst Sizk or Wklding Rod 

Up to J inch ^ inch 

I to A inch i inch 

J to I inch A inch 

i inch and over J inch 

Never use tvnsted wire made up of two or more strands, because 

this offers a Very large surface for oxidation, which is a condition 

operators must try to avoid: 

Neutral Flame, The importance of maintaining a neutral flame 
at all times cannot be emphasized too strongly. An excess of acety- 
lene in the flame tends to carbonize the work, resulting in a hard 
brittle weld; while an excess of oxygen will oxidize or bum the metal. 
It is seldom necessary to adjust the flow of gases through the blowpipe 
after correct adjustment has once been made, except in the case of 
very heavy welding where the intense heat of the molten metal tends 
to expand the orifice in the tip of the welding head. This has some 
effect on the size and shape of the flame and necessitates more or less 
frequent adjustment to keep the gases in correct proportion to main- 
tain the neutral flame. 

Movement of Blowpipe and Addition of Welding Rod. In welding 
sheet steel, it is necessary that the oscillating movement previously 
referred to be imparted to the blowpipe and used continuously — 
both because of its high-melting point and the behavior of the molten 
metal under the action of the blowpipe flame. Steel cannot be pud- 
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died and it is therefore necessary to add the filling material in thin 
overlapping layers. The importance of securing a perfect bond 
between every two layers can be readily seen. To make a true weld, 
a simultaneous fusion of the edges of the sheets and the welding rod 
must be produced. 

To do this with light- and medium-weight sheets, a motion is 
imparted to the blowpipe which will cause the flame to describe a 
series of overlapping circles as previously described, page 28. This 
overlapping extends in the direction of the welding and, in order to 
make a weld of good appearance, must be constant and regular in 
its advance. 

In heavier plates, while the same rule governing simultaneous 
fusing of the edges of the sheets and welding rod apply, the filling of 
the groove is accomplished in a slightly different manner. On 
account of the depth of the weld the flame is not large enough to 
fuse a body of metal of so great an area, and it is impossible to fill the 
groove entirely from bottom to top with one layer of metal. The 
bottom edges of the groove must first be thoroughly fused for an inch 
or two before adding metal. When this is done, bring the flame back 
to the starting point and when the metal is in the proper molten 
condition add the filling material, oscillating the blowpipe in a series 
of semicircles, as previously recommended for welding heavy sections, 
page 29. Follow this method of filling the groove in sectional layers 
unta the proper height is reached, making sure that thorough fusion 
is accomplished between the layers themselves and the edges of the 
sheet and the layers of filling material. 

After-Tredfrnent. Correct after-treatment is as essential for 
successful welding of steel as the actual welding operation.. Proper 
after-treatment will improve the grain of the metal and will materially 
increase the strength and toughness of the weld. There are three 
principal treatments that will benefit the material and are easily 
employed in the repair shop. These are called annealing, hammering, 
and quenchmg. 

Annealing. Annealing consists of reheating the work to the 
proper temperature and then allowing it to cool slowly. The work 
should be heated to a bright cherry red by means of a blowpipe or 
suitable burner, or in a fiunace that can be carefully regulated. Care 
must be taken that the work reaches the bright cherry red, because 
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heating to a lower temperature will be detrimental and may leave the 
weld weaker than if not annealed at all. After the work has been 
heated, it should be allowed to cool very slowly and evenly. It 
should be covered over with asbestos or dry sand, packed In lime, or 
left to cool in the furnace. Care must be taken that cold air currents 
do not strike the work before it has become cold. 

Hammenng. Hammering consists of reheating the weld to 
the proper temperature and then hammering while at this tempera- 
ture with a hand hammer. The weld should be heated to a bright 
yellow heat and then hammered with quick light blows. Heavy 
hammers or heavy blows should never be used. The hammering 
should cease as soon as the weld falls to a dull red, for otherwise 
the fine grain of the metal will be spoiled and the weld will be weak; 

Quenching. Quenching consists of reheating the work to the 
proper temperature and then plunging it into water, brine, or oil. 
This method is used mainly for small articles. It is used quite often 
for hardening and tempering. Quenching should be employed only in 
special cases, because, although it will make the work strong, it will 
also make it hard and brittle. 

Light Sheet-Steel Welding; 

Preparation. In welding two short pieces of flat steel, up to ^ 

inch in thickness, no special preparation of the plates Is necessary, 

except to have them flat as possible 

and to be sure that the edges are 

reasonably true. The two pieces of 

metal should be placed on a level 

surface, preferably fire brick or 

some other nonconductor of heat. 

Expansion and Contraction. 

With light sheet, expansion and 

contraction are cared for by tacking 

the seam at certain intervals or by 

arranging the sheets so that the 

edges to be welded are set at a 

slight angle rather than parallel, 

Fig. 41. The correct amount of divergence is determined by the 

thickness of the metal and should be from 2^ to 6 per cent of the 
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length of the weld. The amount of divergence between these limits 
varies abo with the speed of welding, fast welding rtquiring less 
spread. After the plates are in this position, place two pieces of flat 
bar steel on each side, about i inch from, and parallel to, the line of 
the weld. Clamp or weight these pieces down so that they cannot 
be readily moved. The work is now in position for welding. 

Jiga. In making this type of weld in flat sheet steel in longer 
lengths, up to several feet and up to ^ inch in thickness, a welding 
jig made up with two slotted jaws hinged at one end and provided 
with hold-down clamps at the other end will be found more conven- 
ient than the individual hold-down bars. 



Fie- *^- Jia for Hiding light Sheet Cylindera for Wddiuc 

For welding short cylinders, a jig made similar to that shown in 
Fig, 42 will be found satisfactory. 

Tacking. Tacks, or short welds, at intervals of from 2 to 6 
inches, according to the thickness of the sheet, can be made the entire 
length of the seam to hold the edges in position for welding if jigs 
are not available. 

One of the above methods must be used to take care of the 
creeping action due to expansion when the flame of the blowpipe 
is applied to the metal. If this action is not provided against and 
the two sheets are placed with parallel edges, they will first diverge 
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when the welding is started, as in a, Fig. 43, and then gradually come 
together. When about half of the weld has been made, they will again 
become parallel as in b. From this point on as the welding continues 
the sheets will draw together until they overlap, as shown in c. 



Fi<. 43. ttnull of Not Providinc for Eipuuian 

Welding L^ht Sheet. Select the welding head and a piece of iron 
welding rod of the size suitable for the thickness of the sheet and 
place the work in position for welding. 

As steel is very sensitive to the action of the carbonizing 
flame and particularly to that of the oxidizing flame, a constant, 
nonvarying, neutral flame should be maintained. The incandescent 
jet should be of maximum size and clear outline at all times. 

With the correct neutral flame, start welding at the point 
where the two sheets meet. Impart the circular motion to the 
blowpipe, described under Movement of Blowpipe, page 28, to 
produce the correct rippled surface on the finished weld. When the 



Fie. 44. Appswin dl Good Weld in Li|ht Ft(. <S. Appeuuce of Poor Wdd in li^ 

Sbert Steel ^ait Steel 

weld is finished, turn out the blowpipe and allow the work to cool 
until the metal is black. 

Then remove the hold-down bars and examine the weld. It 
j-ou have followed instructions, j-our weld will have the appearance 
shown in Fig. 44 and will not be like that shown in Fig. 45. On 
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closer examination you will find that all the particles of dirt and 

impurities you noticed floating on the top of the molten metal when 

you were welding are now lying with the oxide 

on top and alongside of the weld where they can 

be readily brushed or scraped oif. Now take ^^*^„^r^ 

your job to the shears and cut off one or two 

pieces. Upon examination, the cross-section should present the 

same uniform texture and color in both the weld and the sheet. 

Types of Welds in L^ht Sheet Lap Weld. Lap joints, either 
single or double. Fig. 46, thoiM Tiever be 'uaed 
in weldii^ sheets of any thickness because ^^^■^■^^^^^* 
the weld will be subjected to a shearing strain. nr 4T. Butt weu la 

Welds should be under tension or compres- 
sion strains, never under shearing or bending strains. 

BvU Weld. The most common and the simplest weld to prepare 
in li^t sheet is the butt joint, shown in Fig. 47. 

Flange Weld. Another type of weld in light"^"^"^^^^^^^^ 
sheet, but one that entails some preparation, is ^- "tutt^Si^'" " 
made by flanging up the welding edges about ^ 
to tV inchj Fig. 48, laying the two pieces fiat and parallel on the weld- 
ing table and executing a flange, or 
edge, weld. It is not necessary to 
use welding wire with this type of 
weld, because the metal in the 
flanges when they are fused to- 
gether acts as a filling ^^nt. By 
careful manipulation the edges can 
be fused down to a small bead, 
practically flush with the surface 
of the sheet. 

Cylinders. In welding light 
sheets that have been rolled in 
cylindrical foim, the separation of 
the edges can be accomplished by 
pladng a wedge about two-thmls 
of the way down the length of the seam after the welding is started, 
Kg, 49. As the welding progresses the wedge should be moved farther 
along the seam and withdrawn entirely as the work nears completion. 
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Tacking can also be resorted to in welding cylindrical forms, 

althougli this results in the defonnation of the cylinder, as shown 

in Fig. 50, and makes it necessary 

to hammer or re-roll the cylinder 

into shape. 

The edges of very light sheet 
cylinders can be flanged and an 
edge, or flange weld, executed; but 
this method cannot be recom- 
mended with sheets heavier than 
^ inch. 

Comer TTcWa. In making a 
comer weld in the lighter gage 
sheets up to A inch, the edges of 
the sheet should be flanged, as 
shown in Fig. 51. In sheets from 
!")[ to A inches in thickness, it is 
only necessary that the edges of 
the sheets run as true as possible in position, as shown in Fig. 52. 
Tacking is necessary in this case, as the sheets, due to expansion, 
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readily move out of position when welding is commenced. On welds 
of this latter type it is necessary to use welding wire. 

Two other forms of comer 
welds are illustrated in Figs, 53 
and 54. These sheets should be 
tacked and, if ^ inch or thicker, 
welding wire should be used. 
Tank Heads. In making 
tanks when either a bottom or heads in both ends are required, the 
method of putting i^ the heads is govemed by the design and pui^ 
pose for which the tank is intended. 




ns. 54. Broad Comer Weld for 
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Storage Tanks. If the tank is to be used as a storage receptacle, 
such as gasoline tanks, the heads can be cut to the outside dianoieter 
of the shell, laid flat on the end of the shell and tacked at intervals 
all the way around. Fig. 55. Then the shell, with the heads securely 
tacked in place, is laid on its side and the welding is started at any 
point, the tank being turned, from time to time, as the welding 
progresses. Or, the heads can be flanged to any depth desired, 
and backed into the shell until the edge of the flange and the edge of 
the shell are even. Fig. 56, making sure that the head fits the shell 
snugly. They are then tacked and welded in an upright position. 
This latter method is the better of the two from the welding stand- 
point. 

Pressure Tanks. When a tank is built to stand a considerable 
pressure, such as air-compressor tanks, the heads should always be 
dished and flanged, the boiler-maker's standard specifications govern 



Fig. 56. Head Weld Fig. 66. Head Weld for Fig. 57. Head Weld 

for Storage Tanks Storage and Medium- for IVessure Tanks 

IVessure Tanks 

this. The heads can be either backed in and an edge weld made. 
Fig. 56, or set up so that the edges of the flange exactly meet the 
edges of the shell. Fig. 57. In either case the parts should be tacked 
together before welding. In the second case, care should be used 
in flanging to have the outside diameter of the flange exactly the 
same as the outside diameter of the shell. This method is the best 
because the weld is under direct ffension or straight pull. 

Tubes. Light-weight tubing should be squared off and fitted 
nicely before welding is attempted. It should be tacked in several 
places and then welded. 

Heavy Sheet-Steel Welding 

Preparation. In welding heavy sheet metal above A inch in 
thickness, a certain amount of preparation is necessary. The 
success of the weld depends in a great measure upon the proper 
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preparatioi of the work to be welded. While the preparation is 
governed largely by the particular location of the weld and fcnm 
of the sheets to be welded, there are certain general rules that must 
always be observed. 

In making a perfect 
weld it is necessary that 
the metal at the weld 
be completely fused 
throughout its entire 
thickness. In light sheets 
the projection of the 
flame is great enough to 
produce this result, but heavy sheets would require a flame of such 
magnitude that it could not be readily handled. Therefore, in order 
to facilitate complete fusion, the edges of the sheets to be welded are 
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Eiq>ansion and Contraction. With heavy sheets expansion and 
contraction are cared for by observing the same rules of spacing, 
Fig. 58, and clamping, Fig. 59, or, in some cases, tacking, in order 
to hold the work in position for welding, as described for light 
sheets on page 47. 

Welding Heavy Sheet. Select a welding head and a piece of 
iron welding rod of the proper size to accomplish the work in hand. 

Because steel is sensitive to the carbonizing and oxidizing flames, 
it is necessary to maintain the correct oxygen pressure and a neutral 
flame at all times. In ordinary heavy sheet welding there are two 
general methods of procedure, either of which will produce a good 
weld when properly executed. These methods may be called weld- 
ing by sections, and continuous welding. 

Welding by Sections. Welding is started by first playing the 
flame of the blowpipe along the edges of the pieces to be welded. 
This is done merely as a preliminary heat treatment. The flame 
is then played on the bottom of the groove at the beginning of the 
weld until the edges are in a molten condition, at which time the 
blowpipe is momentarily withdrawn and the molten metal allowed 
to flow together. This is done without the aid of any filling material. 
Care must be exercised at this point, because successful welding 
depends upon complete penetration and perfect union of the bottom 
edges. When a perfect union of the two members is secured for 
about one or two inches, the welding rod is brought into use. By 
playing the flame aroimd the welding rod in contact with the edges 
of the weld instead of directly on the welding rod, it is possible 
to bring them both to the point of fusion simultaneously. The rod 
is then gradually added to the weld, layer by layer, until this par- 
ticular section of the weld is built up to the required height. The 
flame is then played on the face of the metal just added and on the 
bottom of the groove until fusion of these parts is secured. The 
welder then repeats the operation described above until the next 
small section of the groove is filled up to the proper level. The 
welding progresses by means of these small sections, each being bmlt 
up completely before another is started. 

While the metal is in a fused condition, the velocity of the flame 
will cause the molten metal to become slightly indented. The 
flame should be withdrawn momentarily, from time to time, thus 

! 

63 Ij 



54 OXY-ACETYLENE WELDING 

» 

allowing the fluid metal to flow back to its normal level, in which 
position it will solidify. Skill in steel welding depends greatly on 
this manipulation, as the flowing together of the different molten 
centers produces the weld. 

Continuous Welding. In this method the weld advances con- 
tinuously with each addition of metal. By this method the metal 
is added in short layers, sloping rather than horizontal. The weld 
is started by fusing together the bottom edges of the groove as pre- 
viously described. The filling material is then added so that it 
will be from J to J inch high at the starting point and slope to nothing 
in a length of 1 or 1^ inbhes along the bottom of the groove. This 
will give an inclined surface to which the filling material is added 
in parallel layers. The added metal being on a sloping plane, the 
fusion of the bottom edges is always carried ahead with the welding, 
as each layer includes a small section of the bottom of the groove. 

Types of Welds in Heavy Sheet. Lap Weld. As explained on 
page 49, the lap weld shoidd never be used. 

Butt Weld. The beveled or grooved butt joint is the only 
welded joint that should be employed on heavy sheets. Fig. 60. 

The most satisfactory method of 
handling the work is to space the 
edges, because tacking is very 

Fig. 60. Butt Weld in Heavy Sheets i*ii. .111 1 1^ 

likely to not hold on heavy sheets. 

Never weld sheets from both sides, because unequal strains 
are likely to be introduced by localized heating when working on 
the second side. 

Cylinders. Heavy cylinders should also be prepared for the 
grooved butt weld, for the same reasons as for heavy sheets. 






(a) m (b) 

Fig. 61. Corner Welds for Heavy Sheets 

Comer Welds. The two most satisfactory corner welds for 
heavy sheet are shown in Fig. 61. Although the second is a little 
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more costly to prepare, it is more satisfactory than the first because 
it insures better penetration. 

Tank Heads. In welding bottoms or heads in tanks of heavy 
sheet, the purpose for which the tank is to be used governs the method 
of constructing the heads as it does in welding tanks of lighter gage. 
The same general rules apply in both cases, the main difference being 



Fig, 62. Head Weld tor 
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Fie. 64. Head 

High-PlTSBUt, 



that the edges of the heavy shells and heads are chamfered, de- 
pendent on the design of the tank. All require tacking to hold the 
members in position for welding. 

Storage Tanks. In the case of putting on a flat head, the edge 
of the head only is chamfered, Fig. 62, while in putting in a flanged 
head where an edge weld is to be executed, as in Fig. 63, both shell 
and head are chamfered to make the V-groove. 



p 
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Fig, 85. Welds for Tank R«infi 






High-Preasure Tanks. When a head is put in, as shown in 
Fig. 64, both the edge of the flange and the edge of the shell are 
chamfered. This type of head is the best for high-pressure tanks 
because the weld is in tension. 

This method also applies to the welding of two cylindrical 
shells end to end in making tanks of such dimensions that one 
single sheet of steel is not large enough to make a complete shell. 
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Tank Ringg, In welding angle-iron rings to tanks of the same 
thickness, it is necessary that the edges of both ring and shell be 




criczi 




Fig. 66. Various Pipe Joint Welds 

beveled as at the left, Fig. 65. Two methods of welding heavy 
rings to lighter shells are shown at the middle and right. The inside 
weld at the right should be only enough to smooth off the joint. 

If too much heat is applied from the 
inside there is likely to be trouble from 
warping or buckling. Rings should always 
be tacked to prevent bowing, twisting of 
the rings, and buckling of the shell. 
Tubes and Pipes. Various tube and pipe welds are given in 
Fig. 66. 

The methods for closing the end of a pipe with a head are 
shown in Fig. 67. The first is the easier and stronger of the two. 



nn 

Fig. 67. Wekb for Pipe Heads 
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Fig. 68. Welds for Pipe Flanges 



Three methods of welding flanges to pipe are shown in Fig. 68. 
The first method is easier to weld than the second; but the latter 
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Fig. 69. Preparation of Heavy Forgings for 

Welding 



is the stronger. The third method is the best method of welding 
flanges to pipe, but is, of coursei a special type of flange. 

Welding Heavy Steel Forgings and Steel Castings 

Preparation. In welding heavy steel sections, such as crank- 
shafts, axles, and the like, the weld is prepared by grooving or beveling 
from both sides. This is done 
because it is easier for the oper- 
ator to do the work and for the 
sake of economy, because by 
beveling from both sides less 
filling material is necessary and, 
consequently, less time and gas 
are needed. 

Square Sections, Square or rectangular sections of forgings 
are best prepared by beveling half way through from each side. 
Fig. 69. After the welding has 
been carried on from one side, 
the piece turned over and the 
welding completed from 
the second side, there will 
probably be a slight bow, or 
curve. In the case of forgings, 
this is not objectionable, be- 
cause the work can be, and, in fact, should be, reheated and straight- 
ened. The reheating in the case of forgings is beneficial to the grain 
of the material and the 
strength of the weld. With 
castings, however, this bend- 
ing is not possible. There- 
fore, to keep the work in 
alignment, it is best to pre- 
pare the work as shown in Fig. 70. The welding is carried on two- 
thirds of the way through from the first side, and then finished 
by turning over and working from the second side. 

Round Sections. Round or elliptical sections should be prepared 
by beveling the ends to a wedge as indicated in Fig. 71. They should 
never be turned down to a point. By preparing the pieces as shown 




Fig. 70'. Preparation of Heavy Castings for 

Welding 




Fig. 71. Preparation of Round Sections for Welding 
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in the illustration, the welder will have a flat sunace to build his 
weld upon. If the work were prepared to a point, the filling material 
when added would have no surface to lie upon and would run down 
in drops, necessitating burning or melting away when the work 
is turned over, and probably resulting in a weak weld with con- 
siderable oxide. 

Expansion and Contractwn. Expansion and contraction will 
probably cause very little trouble to the operator in the case of 
shafts and other heavy pieces that are not connected. The only 
difficulty the operator will encounter in these cases will be the possible 
bending, which was noted above, when welding from two sides. 
However, if the broken part is confined by rigid members, the work 
should be handled either by pre-heating, or one of the other methods 
recommended and ex- 
plained under Expan- 
sion and Contraction, 
pages 36 to 40. 

V-Blocka. When 
welding shafts, it is ad- 
visable to line them up in 
position on V-blocks, so 
that they may be turned 
over and still kept in 
Fi,. 72. ■■V Block, f™ Welding Shaft. ' alignment, Fig. 72. 

Welding Heavy Section. In the case of a heavy section select 
the proper size welding head and a piece of welding rod of the cor- 
rect analysis for the particular work at hand, and place the work in 
alignment. 

If the section is over or about one inch, it should be pre-heated 
by means of a gas or oil burner until it is at a red heat. This will 
save oxygen and acetylene, and will bring the material to a tempera- 
ture at which it will be more receptive to the action of the welding 
fiame and thereby insure a more homogeneous weld. If not objec- 
tionable to the operator, it is advisable to let the pre-heating burner 
play on the work while the welding operation is going on, taking 
care, of course, that the materials of combustion of the pre-heating 
burner do not strike the molten metal and have a detrimental effect 
on the weld. 



OXY-ACETYLENE WELDINCl 59 

The welding flame is first played on the edges at the bottom of 
the groove until they are in a molten condition. The flame is then 
momentarily withdrawn to allow them to flow together and "set", 
and form the bottofti of the weld. When a perfect union of the bottom 
is secured all the way across, the welding rod is brought into use. 
By playing the flame aroimd the welding rod and the edges of the 
weld instead of directly on the welding rod, it is possible to bring 
them to a fusing temperature at the same time. The rod is then 
gradually added to the weld, layer by layer, until the entire groove 
has been filled up. The welding rod is kept plunged into the molten 
metal all the time to prevent oxidation. Any oxide that forms during 
the welding is floated to the top and removed by scraping with the 
welding rod, or by blowing away with the force of the welding flame. 
The welder must be careful that he does not allow the molten metal 
to run over the sides of the weld. Each layer is added in such a 
way that it extends slightly beyond the end of the groove. Then, 
from time to time, as the groove is filled up, the operator smooths 
down the two ends. 

Hammering. As each section, about J inch thick, is added 
to the groove, the operator stops the welding operation, heats the 
work to a bright yellow, and hammers the weld lightly but rapidly 
to give it as fine a grain as possible. After the weld has been com- 
pleted, it is either hammered or annealed, as directed on page 45. 

CAST-IRON WELDING 

General Considerations. Many defects are experienced by the 
beginner in welding cast iron because of its peculiar properties. The 
two principal faults noticed are the production of hard, glassy, and 
brittle metal in the weld, and subsequent cracks, breaks, and checks 
either in the weld or in the adjacent metal, owing to excessive internal 
strains set up by unequal contraction. Both are serious defects, and 
the liability of their occurrence is so great that proper preventive 
methods should be continually borne in mind and applied while 
welding this material. 

Oxidation, Cast iron melts at about 2000° to 2190° F., and 
iron oxide melts at about 2450° F. The oxide is formed, however, 
at low temperatures, a bright red heat being sufiicient to cause 
the combination of oxygen from the air with the iron of the casting. 
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It is not possible to melt this oxide and flow it from the weld, so it 
remains in the casting in the form of thin flakes or crust. This 
not only prevents the alloying of the molten metal, but also combines 
with the free carbon and is, consequently, conducive to the formation 
of .white iron. Therefore, this oxide must be removed or destroyed. 

Expansion and Contraction. Cast iron is absolutely lacking in 
elasticity, and its tensile strength is very low. In preparing work 
for welding, it is always necessary to take fullest precautions against 
the bad effects of expansion and contraction. Expansion and con- 
traction should be treated with more importance in the welding of 
cast iron than in any other metal. 

When the internal strain produced by contraction is greater 
than the tensile strength of the section to which it is confined, fail- 
ure will occrn*. When the strain is not great, but still exists, the 
resistance of the section to external stresses is reduced in proportion. 
Thus a casting may appear to be normal after welding but the 
excessive internal strains caused by the welding may make it fail 
at the slightest shock. 

One of the three general methods of coping with the forces of 
expansion and contraction, which are given on pages 36 to 40, 
must be used when welding cast iron. The proper method to pursue 
is determined by the size and shape of the casting and the nature 
and location of the break. A very large percentage of the failures 
due to shrinkage cracks may be prevented by an intelligent anticipa- 
tion of the forces of expansion and contraction and the proper hand- 
ling of the work to overcome these. 

Pre-Heating. Pre-heating should be used to some extent in 
all cast-iron welding. If the piece is small and the break is so located 
that it is not necessary to consider expansion and contraction, the 
blowpipe should be played upon it until the chill is removed from 
the casting. If the casting is large, an oil or gas burner, or charcoal 
fire can be used. In a large casting this preliminary heat treatment 
not only favors the execution of a good weld but also requires less 
oxygen and acetylene because of this large volume of heat from a 
cheap soiffce, thereby reducing the cost of welding. 

Welding Rods* The success of cast-iron weldmg depends 
greatly upon the selection of a suitable welding rod. It has been 
proved time and again that hard, brittle, and weak welds have been 
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produced for no other reason than because inferior filling material 
was used. 

The presence of silicon in proper proportion tends to produce 
a soft gray-iron weld. It increases the fluidity of the metal, retards 
oxidation, and prevents decarbonization and blowholes. The 
success of the filling rod is dependent upon the amount of this ele- 
ment it contains. From 3 to 4 per cent is the average silicon content 
of good welding rods. The welding rod must be of high-grade cast 
iron, soundly cast and absolutely homogeneous. It must be free from 
all sand, grit, and rust. For convenience in handling, it is usually 
cast in 24-inch lengths of three diameters, J, |, and J inch. In 
case either a longer or heavier rod is desired, two or more are welded 
together. 

Flux. The principal problem that confronts the welder is to 
prevent the formation of oxide, and in case it is formed, to reduce 
it and remove it from the weld. If this is not done, the molten 
metal will be enclosed in a thin film of nonmetallic material, and 
any additional metal that may be fused or added will adhere to this 
film rather than break through it and fuse homogeneously with the 
other metal. It is not possible to satisfactorily break up this film 
mechanically, therefore it must be reduced to a molten, or slag, 
condition. To accompUsh this a suitable flux is used that will dissolve 
the oxide. 

A flux is not used solely to dissolve the oxide, but also to float 
of! other impurities, such as sand, scale, and dirt. It forms a 
protecting glaze on the weld and surrounding surfaces and increases 
the fluidity of the molten metal. 

Borax and salt (sodium chloride) are two compounds often 
used by welders, but they really contain little merit as a flux. Their 
low fusibility seems to be the only point in favor of their use. 
Occasionally, they may be employed to advantage in welding heavy 
sections or burned iron, such as are found in firebox and grate cast- 
ings, but their function is only that of a cleanser. Both tend to 
produce hard iron. There are certain flux powders put on the market 
that contain large proportions of manganese. These powders cannot 
help but have a hardening effect on the iron. Others contain potas- 
sium perchlorate, a violent oxidizing agent. Still others contain 
material that chlorinize the weld. Needless to say, powders of this 
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kind must not be used. It is best to guard against the purchase of 
such defective mixtures by obtaining flux powders from reliable 
sources. 

It is necessary that the welder learn to .apply flux properly. 
An excess will cause as much trouble as an insufficient quantity. 
Blowholes may be increased in size and number by using too much 
flux. Also the molten iron will incorporate certain constituents 
of the flux if it is applied in excess. The amount to be applied depends 
upon the flux used. A welder must learn to know his flux as well 
as his blowpipe. 

The powder should be applied regularly by dipping the hot 
welding rod into it. The quantity adhering is sufficient. Do not 
throw large quantites into the weld as plenty will be added by the 
welding rod. 

Preparation of Welds. All cast iron over | inch in thickness 
should be beveled or chamfered before welding. If this is not done, 
it is necessary that the metal be burned out by the blowpipe in order 
that complete penetration be assured. This is bad practice as it is 
almost impossible to do it without either changing the state of the 
metal in the groove due to the forced flame, or causing partial ad- 
hesion. The chamfering should be a little wider than on other 
metals for the reason that it is good practice to introduce as much 
special metal from the welding rod as possible. 

The chamfering can be done by various means. If the casting 
is light and broken in two pieces, it may be taken to an emery wheel 
and the edges ground off. If the casting is too heavy to move, a 
portable grinder or cold chisel and air or hand hammer can be used. 
If the casting is only cracked, the cold chisel and air or hand hammer 
are the most satisfactory tools to use. 

After the weld has been beveled satisfactorily, the adjacent 
metals should be cleaned about i to ^ inch from the edge. This 
is important, because all dust, sand, scale, etc., should be removed 
from the welding zone. 

To Prevent Crack from Extending. If the defect in a casting 
is a crack that shows a tendency to extend upon heating, a hole 
should be drilled in the casting a short distance from the end and 
in the direction the crack would follow. The crack will not extend 
beyond this hole, and the hole can be very easily filled in. 
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Welding Process. Although the melting point of cast iron 
is not high, the total heat required to bring it to fusion is great, 
therefore a blowpipe of large size is used. The speed of welding 
is increased considerably, and the selection of the proper size blow- 
pipe is influenced by the extent of the pre-heating. 

Cast iron melts very rapidly after the fusing point is once 
reached, and when molten is extremely fluid. Because of this 
property, the welding should be carried on horizontally, otherwise 
the metal will flow toward the lowest point. This is not desired, 
because it will tend to produce adhesion. In case it is not possible 
to arrange the casting so that the weld will be horizontal, the welding 
must be started at the lower end, and skill must be used to prevent 
the too rapid advance of the molten metal. It is very diSicult to 
produce vertical and overhead welds because of the fluidity. In 
welding thin sections of cast iron, the rapidity with which it melts 
and its fluidity often cause the metal to sink, bulge downward, or 
drop in. Consequently, it is necessary that close observation and 
careful manipulation be used on this kind of work. 

Flame. The incandescent jet of the oxy-acetylene flame should 
never impinge on the molten metal. The tip of this jet should be 
held at a distance of J to ^ inch from the metal according to the 
thickness. The molten iron is seriously influenced by the high 
temperature of this jet and may become oxidized and decarbonized. 
This must be rigidly observed except when it is necessary to use 
the jet to burn out sand holes, blowholes, etc. 

Manipulation of Blowpipes and Welding Rods, Because cast 
iron fuses rapidly when once the melting point is approached and 
the molten iron is extremely fluid, the circular or oscillating motion 
imparted to the blowpipe need not be so pronounced. The welding 
of cast iron is nothing but a succession of overlapping miniature 
pools, or puddles, of molten metal. 

The weld is started by playing the blowpipe on the two lower 
edges of the weld. The flame should strike the weld almost perpen- 
dicularly, because if the blowpipe is inclined, the flame will blow 
the molten metal ahead of the weld, and adhesion will result. When 
at the proper temperature, these edges are fused together without 
any filling material by the aid of a little flux. It is important 
that this first operation be carefully carried out, as the strength of 
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the weld is depcDdent upon a good bottom and top. Wlien this 
first fusion has been successfully obtained, the welding rod is brou^t 
into play and the high silicon metal is added. With each addition. 
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the welding rod is previously dipped into the flux can, and the 
adhering flux introduced in the weld. Fig. 73. As the welding of 
cast iron is a comparatively rapid procedure, the welding rod can 



leuuofths T^TS. Welding Rod Should Not B« 

Bald Too Far from Welding 2ona. 

be held more vertically and added faster, Fig. 74, In welding "dirty" 
iron it is sometimes convenient to hold the rod in a horizontal position 
and scrape out sand, carbon, or any other dirt by means of the rod 
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as soon as it appears, Fig. 75. In this connection, it may be added 
that the welding rod should be used constantly to work out impurities 
and blowholes. The welding rod should be melted as much as possible 
in the molten metal of the weld. It should he plunged into this 
tiquid, and the fusion carried out by playing thf Same around it. 
The welding rod should not be held too far from the welding zone, 
Fig. 76, nor should it be added to the weld drop by drop as shown 
in Fig. 77. 

As a section of the weld is finished, it should be scraped or rubbed 
with a file while red hot. Fig. 78, to remove the film of flux, scale, 
sand, and dust that is present. This film if allowed to cool becomes 
very hard and is quite resistant to machine tools. Regardless of the 
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Added Drop by Drop Remove Scale 

quality of metal beneath it, many welds have been rejected because 
of the hardness of this superficial surface. 

If the weld is carefully executed and the surface is cleaned, 
it will look like the left of Fig. 79, while if poorly executed and not 
cleaned, it will look like the right of Fig. 79. 

Never go over a weld the second time if it can be avoided. In ■ 
case it is absolutely necessary, always add fresh metal from the 
welding rod, as a failure to do this will cause a loss of silicon in the 
weld and destroy its value to the metal. 

Always perform the welding as fast as possible, because extended 
heating will tend to lower the silicon content of the weld, with the 
resultant formation of hard iron. 
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Blowholes. Blowholes occur frequently in the weld and are 
particularly troublesome if in the bottom of the weld. Their presence 
can be caused by mechanically enclosed gases or by improper blow- 
pipe handling. When blowholes appear in the weld, they should be 
instantly worked out. This may be done by forcing with the welding 
rod and applying flux. In beginning a weld, it is necessary that 
the presence of blowholes be guarded against, as it is difficult to work 
out a blowhole at the bottom of the weld after it is finished. Occasion- 
ally, in going over a weld, a blowhole b discovered; this must first be 



Pig. 76. Appeusuee of Csst-Iron Welds T 
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burned out by the white jet of the flame and then worked over with 
the welding rod. 

After-Treatment. The rate of cooling materially influences the 
structure of the metal in the weld. If rapid cooling is allowed, hard 
brittle iron is produced. If slow cooling is employed, soft gray 
iron is formed. Internal strains and stresses may be distributed 
and adjusted or, in some cases, eliminated by proper cooling and 
annealing. 

Castings which are not large or which it has not been necessary 
to pre-heat extensively may be satisfactorily annealed by playing 
the blowpipe on the weld and surrounding metal until it is at a 
bright red heat. The heated portion is then covered with asbestos 
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paper, cinders, or other nonconducting material that will retain 
the heat and protect the castings from air currents. For small 
castings, a barrel or bin of hydrated lime and fiber asbestos is recom- 
mended. This makes a convenient arrangement and is very satis- 
factory as an annealing agent. 

Where it is necessary to heat the entire casting in a charcoal 
or coke fire, the same temporary furnace used for pre-heating may 
be used in annealing. After the welding has been completed, the 
casting should be covered over with hot coals and ashes, and the 
furnace -should be bricked up, i. e., all large air ports closed, the top 
covered with asbestos paper, and the casting allowed to cool with 
the fire. 

The castings should never be removed from the annealing fire 
until they are entirely cold. This is imperative, as cold air currents 
on the warm castings may cause checks or cracks. In some cases, 12 
to 24 hours are required for satisfactory cooliAg. 

Use of Carbon Blocks, In case it is not possible to line up 

the weld horizontally, or it is necessary to fill in a wide hole, carbon 

blocks or steel plates are sometimes used to dam or retard the flow 

of the metal. 

MALLEABLE-IRON WELDING 

Malleable Iron* Malleable cast iron, or malleable iron, as it 
is commonly called, is used extensively in castings where toughness, 
malleability, and resistance to sudden shock are required. The 
characteristic that gives malleable iron its greatest value as compared 
to gray iron is its ability to resist shocks. Malleability in a light 
casting, | inch thick and less, means a soft pliable condition and 
the ability to withstand considerable distortion without fracture, 
while in the heavy section, § inch and over, it means the ability 
to resist shock without bending or breaking. 

In. the manufacture of malleable-iron parts, white iron castings 
are packed in annealing pots with suitable material, such as mill- 
scale, borings, etc., and subjected to a cherry red heat for from 48 
to 96 hoiu^, after which they are allowed to cool slowly. During 
this annealing process, the material in which the castings are packed 
absorbs the carbon from the surface of the casting. In this way the 
surface becomes really a steel, while the inside, or core, become^ 
gray cast iron. 
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Fusion Weld Not Possible. When malleable iron is heated 
to a fusing heat the malleable properties are destroyed and cannot 
be regained. 

Brazing Malleable Iron. The most successful method of joining 
malleable iron with the oxy-acetylene blowpipe is by brazing with 
Tobin bronze. While this gives a joint of different color, yet the 
strength, malleability, and machining qualities are satisfactory. 

The two pieces to be joined are beveled as fci cast-iion welding. 
The edges are brought to a point just below fusion, great care being 
taken that they do not become fused. When the edges are at the 
right temperatiu^, a rod of Tobin bronze is fused into the groove 
with the aid of a good brass flux. The work should be carried out by 
using a flame having a slight excess of acetylene and should be done 
as rapidly as possible to prevent oxidation of the bronze. 

ALUMINUM WELDING 

General Considerations. When aluminum approaches its melt- 
ing point, it does not change color in ordinary light, but retains its 
silvery appearance even when in the molten condition. When 
molten, it is very fluid and is, therefore, rather difficult to control 
under the welding flame. 

Oxidation. Aluminum oxidizes very easily when in a molten 
condition, forming an oxide that melts at about 5400° F. The oxide, 
therefore, cannot be penetrated by means of the flame, but must 
be removed either chemically by means of a flux or mechanically 
by means of a paddle. 

Expansion and Contraction. Because of the high heat con- 
ductivity of aluminum, expansion and contraction do not give great 
difficulty owing to localized heating. However, because aluminum 
expands greatly and is very weak when at high temperatures, con- 
traction strains are very likely to produce cracks or checks unless 
the work is allowed to cool evenly and slowly. It is advisable to 
pre-heat aluminum castings to between 300° and 400° F. to aid the 
distribution of the heat and prevent warping. 

Welding Rod. In welding sheet aluminum, such as automobile 
bodies, the welding rod should be clean material of the same alloy 
as the sheets that are being welded. If wire cannot be obtained 
of the 3ame composition as the sheets, narrow strips should be 
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sheared from the sheets themselves and used for a filling material. 
The strips should be sheared about as wide as the sheets are thick. 

For aluminum castings, such as crank cases, a good grade of 
almninmn wire about I inch in diameter should be obtained. Welders 
should not use the cheap solders or very low fusing cast rods that 
are sometimes sold, and for which great claims are made. The 
operator will readily appreciate that when these materials are added 
to the weld they will merely adhere to the sides, because, while the 
filling material will be quite fluid, the edges of the weld will not be at 
a fusing temperature. 

Flux. It is impossible to weld sheet aluminmn without the 
use of a good flux to dissolve the oxide and float it to the top as a 
slag. In cast-aluminum work a paddle may be used to accomplish this 
result, but such a device is not practical for sheet work. The f "x 
may be applied either by dipping the warm welding rod into the 
flux powder or by mixing the flux with water to form a paste and 
applying this to the joints by means of a brush. Care must be taken 
that too much flux is not used, because an excess will produce a 
porous weld and one with a poor surface. After the work has been 
completed the flux should all be washed off with warm water. 

Flame. In order to be sure that an oxidizing flame is not 
being used, it is permissible and advisable to use a flame showing 
a slight excess of acetylene. This flame will also have the advantages 
of being slightly larger in volume than the neutral flame and of lower 
temperatiu^, this last, feature being helpful, especially to the new 
operator. 

Sheet-Aluminum Welding 

Sheet-aluminum work may be handled very similarly to sheet 
steel as regards preparation and allowance for expansion and 
contraction. 

Types of Joints. For light sheets under ^ inch the flange 
weld should be used. The butt joint may be successfully made on 
light sheets by an experienced operator, but there is a great deal 
of danger of burning through and having to fill up holes, which will 
leave a poorly finished weld. 

For sheets above ^ inch the butt weld is found to be the best, 
and for sheets above | inch the edges should be beveled the same 
as for steel plates. 
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Welding Process. Select the proper size blowpipe and welding 
rod, a good flux, and arrange the work for welding. Start the welding 
by playing the secondary flame of the blowpipe over the parts 
surrounding the weld, to warm them up slightly. If the flux is to 
be applied with a brush, it should be done at this time, because the 
heat will evaporate the water and leave the solid flux evenly dis- 
tributed over the weld. Welding should then be started from J to 1 
inch from the end — not at the end. The blow pipe should be handled 
about the same as for steel welding, care being taken that the inner 
cone of the flame does not come in contact with the metal. For 
very thin sheet welding it is not necessary to give the circular or 
oscillating motion to the blowpipe; it is merely necessary to move 
it forward in a straight line. 

On the heavier work, however, the same motions should be 
used by the welding operator as are used for steel. The welding 
wire is best held directly in line with the weld and always in contact 
with the metal just ahead of the blowpipe. If the wire is not in con- 
tact with the edges when they become molten, they will be likely 
to curl up or draw away instead of flowing together. After the 
main weld has been completed, the operator should go back and 
weld the short section that was left unwelded at the very beginning. 
After the work has cooled the flux should be removed by washing 
oflf with warm water. 

Re-Welding. The operator should be careful that the weld is 
completed as he goes along, so that he will .not have to go back to 
make repairs or to do re-welding. If it is necessary to go back over 
a weld, cracks or checks are very likely to result because of the 
weak condition of the metal when it is at a fusing temperature. If 
it is necessary to re-weld a certain portion of the joint, the surface 
should be chipped off so as to present a clean surface for the new 
filling material to fuse to. Following the suggestions already made, 
the seam and the surrounding surfaces should be thoroughly pre- 
heated before the welding is started to prevent cracking as much 
as possible. 

After- Treatment. If possible, welds in aluminum sheet should 
be reheated evenly to equalize any internal strains. Then, after the 
weld has become cold, it should be hammered to improve the grain 
of the metal. 
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Cast Aluminum Welding 

Aluminum Castings. Most aluminum castings are alloys of 
aluminum, zinc, and copper; the alloy being added to the aluminum 
to give it a higher tensile strength and increase its resistance to 
shock. The welding of cast aluminum is different from that of 
sheet aluminum and resembles in a general way the welding of 
cast iron. Oxidation is taken care of by using flux or by scraping the 
oxide out by means of a paddle. The second method is faster and 
is the one preferred by most operators. 

Paddle, The paddle is made by flattening down the end of a 
J-inch steel rod to a smooth short flat b!a4e about | inch wide. 
The handle may be left straight or bent to suit the operator. The 
paddle should be used only when just below a red heat. If it is 
cold, the molten metal will stick to it, and if it is too hot it will bum 
and the metal will stick to the roughened surfaces. 

Preparation. Sections if over J inch in thickness should be 
chamfered before the welding is started. Sections thinner than 
this may be worked without beveling. The old metal may be scraped 
out by means of the paddle in order to give a clean bright surface 
for the new material to be added to. 

Pre-Heating. Because aluminum alloy castings are not very; 
ductile and are weak when at a high temperature, expansion and 
contraction must be taken care of. This is handled in the same 
general way as in the case of cast-iron work. The casting should 
be pre-heated either partially or wholly by some slow heating agent, 
such as a gas burner or mild charcoal fire. The pre-heating should 
never be carried to too high a temperature, because of the danger 
of the metal sinking, or caving in. The casting will be sufficiently 
warm for welding when a file or chisel will mark it easily, or when 
a piece of dry pine stick is charred upon being drawn across the 
heated section. 

Welding Process. When a flux is used in welding cast alumi- 
num, the work is carried on in the same general manner as in welding 
cast iron, and the same general precautions regarding the peculiari- 
ties of the metal are to be observed as in welding sheet aluminum. 

If a paddle is used to break the film of oxide and scrape it out of 
the weld, the edges are brought to a state of fusion for a length of 
about 1 or 1 J inches. The paddle is then used to scrape out the weld 
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to make a slight bevel and present clean surfaces for the filling mate- 
rial to be added to. The welding rod is then introduced into this 
groove. The paddle is used continually to work in the filling material, 
scrape off any oxide that forms, and then to smooth off the surface 
of the weld. After a small section of the joint has been completed, 
the casting is turned over, and the weld for this length is smoothed off 
on the underside by means of the blowpipe and paddle. The welding 
is carried on in this manner, section by section, until the entire joint 
is completed. If the weld were completed on the first side and then 
turned over and smoothed its entire length on the underside, cracks 
would develop, and the casting would warp out of shape. 

After-Treatment. When the welding has been completed, the 
casting should be reheated slightly to remove any local strains and 
should then be covered over with asbestos paper to protect it from 
drafts and to allow it to cool very slowly. If the cooling is carried on 
rapidly, or if air currents are allowed to strike the casting, it will very 
likely crack either in the weld or some weak section. 

COPPER WELDING 

General G>nsiderations. Because of the high thermal 
conductivity of copper, the heat from the blowpipe is conducted 
back into the work rapidly and is lost to the weld. This necessitates 
the use of a large size welding head or the use of an auxiliary source 
of heat to assist the welding flame in the case of heavy work. When 
at high temperatures, copper is weak in tensile strength the same 
as aluminum. Because of these two factors the effects of expansion 
and contraction must be carefully considered, so that the work will 
not cool too rapidly after the welding has been completed, and will 
not crack at high temperatures. 

Oxidation. Copper oxidizes quite readily, forming an oxide 
which dissolves in the molten metal and changes the structure of 
the weld. The amount of oxide that can be absorbed is very high, 
consequently great care must be exercised to keep the absorption 
at a minimuni. Welding rods containing a small percentage of 
phosphorus and suitable fluxes are used to counteract the oxide and 
reduce it as much as possible. 

Welding Rod, For successful copper welding, it is necessary 
to use electrolytic copper containing about one per cent phosphorus, 

82 



OXY-ACETYLENE WELDING 73 

supplied in coils and drawn rods. The cast copper alloy rods that 
are on the market are not satisfactory, because the structure and 
composition will vary even in a single rod to such an extent that a 
homogeneous weld cannot be made. 

Fltue, In welding copper the flux is used not only to cleanse 
the weld, but also to protect the metal adjacent to the welding zone 
from the gases of the flame. When welding sheet copper it is advisable 
to make a paste of the flux by adding water and to coat the metal 
about one inch adjacent to the edge of the weld. When this flux is 
melted, it will form a glassy film that will protect the metal from the 
gases of the flame and the air surrounding the work. Additional 
flux is added to the weld. as the work progresses, by dipping the 
warm rod into the dry flux, as in welding other materials. 

Flame. It is very important that the neutral flame be 
maintained at all times, and the operator should use great care in 
adjusting his gases, so the flame will not have an excess of acetylene 
nor be oxidizing. Because of the p)eculiar properties of the metal, 
the gases of the reducing flame are very likely to be absorbed, and 
because of the ease with which the metal oxidizes, oxidation is 
liable to occur if the flame contains an excess of oxygen. 

Preparation. Sheets that are less than | inch in thickness 
may be butted together without beveling. Sheets heavier than 
this should always be beveled, and no attempt should be made 
to depend upon the flame to penetrate the heavier thicknesses. In 
all cases of copper welding, the edges to be joined and the material 
adjacent to the edges should be scraped or filed to present a clean 
surface for the filling material to be added to. 

Welding. The edges of the metal surrounding the weld ^ould 
be raised to a fairly high temperature before the actual welding is 
started. On small pieces and light-weight work, this may be done 
by means of the welding blowpipe, but for heavy work and long 
welds, it is best to do this by means of a gas or oil pre-heating burner. 
After the work has been brouglit to a high temperature, the welding 
should be started at one end and should be performed as rapidly 
as possible. The welding rod and edges of the weld should reach 
the state of fusion at the same time, so as to prevent adhesion and 
to insiu*e a good weld. This feature is harder to accomplish in welding 
copper than in other metal, because the heat is conducted back into 
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the rod or into the work very rapidly, necessitating very careful 
and skillful manipulation of the blowpipe and rod. The blowpipe 
should be held almost vertical, about the same as in the case of 
cast-iron welding. If held at too great an angle, the molten metal 
will be blown ahead and will adhere to the cold edges of the weld 
in advance of the blowpipe. The inner cone of the flame should 
never come in contact with the metal, but should be held about 
J or i inch above the surface of the weld to prevent burning the 
metal. The oscillating motion should be carried on about the same 
as in steel welding but a little more rapidly, and should consist of 
smaller circles. The welding rod should be plunged into the molten 
metal all the time and should be continuously moved around or 
stirred, so that it will be thoroughly incorporated and will bring the 
oxide and slag to the surface. The weld should be built up above 
the surface of the sheets, so there will be enough material to allow 
for hammering after the welding has been completed. 

Re-Welding. In case it is necessary to re-weld a portion of the 
joint, it is necessary that the old material be chipped out and new 
material added. 

After-Treatment. After the welding operation has been 
completed, the work should be heated very carefully and evenly 
until it is almost at a bright red heat. The weld should then be 
hammered while hot, so that the strength of the joint will be increased 
as much as possible. After the hammering has been finished, the 
work should be again reheated to a red heat and cooled quickly 
by means of an air blast or chilled by plunging in water. Care must 
be exercised in this operation if the work be a casting having confined, ' 
or rigid members, so that cracking, or checking, does not occur. 

BRASS AND BRONZE WELDING 

Qeneral G>nsiderations. Brass and bronze are both alloys of 
copper, brass consisting mainly of copper and zinc, and bronze 
of copper and tin. Both brass and bronze are welded in about the 
same general manner as copper, but because of the peculiar properties 
of the alloying metals, zinc and tin, it is necessary that they receive 
certain variations in welding. 

Oxidation, In both brass and bronze, the alloying metal is 
greatly affected by the high temperature of the flame, and the material 
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will be subject to a loss of zinc or tin, unless proper precautions are 
taken. These metals will combine with the oxygen and pass off as 
white vapor, and leave a weld of different composition and color. 

Absorption of Gases. The molten metal in both brass and bronze 
absorbs certain gases very readily, and unless this absorption is 
counteracted, the weld will be spongy and weak. This may be taken 
care of by using a suitable welding rod and flux. 

Welding Rod. Because of the varying composition of brass 
and bronze, and because of the loss of the alloying elements when 
welding, it is practically impossible to produce welds of the same 
color as the original material. When welding brass, a good grade 
of drawn brass will be found most satisfactory, and in the case of 
bronze, a good drawn bronze, such as manganese or Tobin bronze. 
The cast rods that are on the market are not satisfactory, because it is 
quite impossible to cast a rod having the same composition throughout. 

Fhue. The flux used for brass and bronze is practically the 
same as that used for copper. It should be applied by dipping the 
warm welding rod into the powder and adding it to the weld in this 
manner. It is not necessary to use as much flux as in welding pure 
copper, and care must be taken that an excess is not used, because the 
weld may become porous. 

Flame. A neutral flame must be maintained at all times for 
the same reasons as explained under copper welding. The blowpipe 
should be held between i to J inch from the metal. If the flame 
is held too close in the case of bronzes, the concentrated heat will 
cause a segregation or separation of the tin from the copper, and 
it will be practically impossible to again unite these elements. 

Preparation. The edges of the metal for a thickness of less 
than i inch may be merely butted .together and welded, while for 
metals above this thickness the edges should be beveled or cham- 
fered, so as to allow penetration of the flame and insure a good weld. 

Welding. Because of the high conductivity of these materials, 
it is best that they be pre-heated to bring them to a suitable condition 
for rapid welding. Care must be taken when pre-heating bronze 
that it does not get too hot, because it is weak at high temperatures 
and is liable to break or crack under its own weight. The 
welding is carried on in about the same manner as for copper, and 
the blowpipe is handled in practically the same way. The welding 
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rod should be in contact with the edges of the metal at all times, 
and the blowpipe should be played constantly on both the rod and 
the edges of the metal to keep them at the same temperature in order 
that adhesion may be prevented. 

Re-Welding. Ke-welding should be avoided, but if it is 
absolutely necessary to re-weld the work, the section should be 
chipped out, and new material added, as in the case of copper. 

After-Treatment Both brass and bronze should be annealed 
after welding by reheating evenly, and then allowed to cool slowly. 
Brass may be improved by hammering before the final annealing. 
Brass of low zinc content, i.e., red brass, should be hammered 
while hot, while brass of high zinc content, i.e., yellow brass, 
should be hammered cold. 

MISCELLANEOUS PROCESSES 

CUTTINQ 
Cutting In Automobile Repairs. The oxy-acetylene cutting 
blowpipe finds considerable application in the automobile repair 
shop for beveling the ends of shafts 
and other pieces of work preparatory 



to welding. Figs. 80 and 81, cutting reinforcing plates out of large 
sheets for frame repairs, altering chassis, etc.. Fig. 82. The cutting 
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blowpipe is capable of doing this work cheaply and quickly, two 
necessary factors for the successful first-class repair shop. 

Principle of Cutting with Oxygen. At ordinary temperatures, 
steel oxidizes in the air, forming what is commonly called "rust", 
At a white heat it will oxidize more rapidly, as is seen in the black- 
smith shop when pieces are brought to a very high temperature. 
When steel is heated to a red heat, and 
a stream of pure oxygen is directed on 
it, the oxidation takes place more rap- 
idly and more violently and is restricted 
to the locality upon which the stream 
of oxygen is played. This localized oxi- 
dation is the basis upon which the oxy- 
acetylene cutting blowpipe operates. 

Metcda That Can Be Cvl. Steel and 
wrought iron are the only metab that 
can be cut successfully by means of 
the oxygen jet. Although cast iron, cop- 
per, brass, bronze, aluminum, etc., oxi- 
dize easily, nevertheless they cannot 
be cut. 

When the oxygen combines with 
the iron, beat is generated. This heat ^^ c«ttin«B«nfc™n,Put, 
of formation, with the aid of the heat °"*"*^S^^J'^'~ 

supplied by the pre-heating flames of 

the blowpipe, brings the oxide to a molten condition. The molten 
oxide either flows or is blown out of the cut and leaves a fresh 
thoroughly heated line through the metal for the further action 
of the cutting oxygen. In the case of steel and wrought iron, the 
oxide melts at a much lower temperature than the material being 
cut and therefore blows out without melting the surface of the 
material. In the cases of cast iron and certain alloy steels, the 
. melting temperature of the oxide is as high and in some cases 
higher than that of the metal, and therefore melts the edges or 
freezes in the kurf and so hinders the cutting. Also, in the case 
of some of these materials, the heat of formation produced by the 
combination of the oxygen with the metal is not sufficient to carry 
the cut through the thickness of the work. 
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Necessary Cutting Apparatus. A complete cutting station, 
Fig. 83, consists of the following apparatus: 

Cutting blowpipe with set of cutting nozzles 
Oxygen cutting regulator with two gagea 
Acetylene regulator with one or two gages 
Adapter for acetylene cylinder 
One length high-jffeasure rubber hose for acetylene 
One length copper armoured hose tor oxygen 
Darkened spcctaoleB, wrenches, hose clamps, etc. 

Cutting Blowpipe. 

In the cutting blowpipe, 
Fig. 9, page 9, there 
are usually six small 
oxy-acetyleneflamessur- 
rounding a center orifice 
through which pure oxy- 
gen is directed. The six 
heating jets are used 
only for the purpose of 
bringing the edge of the 
material to a tempera- 
ture at which the jet of 
pure oxygen will unite 
rapidly with the steel, 
as explained above. 

Cutting Nozzle. 
There are usually four 
sizes of cutting nozzles 
furnished for handling 
work of various thick- 
nesses, from very thin 
plate up to material 14 
and 16 inches thick. 
Besides these, some 

manufacturers also fur- 

Pi,.83. C"'«^„^;ti'%.Bm:^^°^?!Si "'^'^"' »•* ^*»^'^ is known as 

Cmrlau of Oaceld-AcelvUne C<mpana. Chiateo 3, "rivet CUtting nOZzle". 

This is a thin flat nozzle that can be laid against the sheet, allowing, 
the rivet head to be cut off close to the sheet. 
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Working Pressure. The necessary pressures of the gas that are 
required by the different sizes of cutting nozzles and for the different 
thicknesses of material are given by the manufacturers. It is very 
important that the operator use these pressures instead of higher 
pressures because of the increased amount of oxygen used and the 
consequent high cost of operation, also because the cut will not be 
smooth if too much oxygen is used. 

Care of Blowpipe, If the blowpipe is handled properly there 
will be very little deterioration. It should only be necessary to 
clean the replaceable and working parts, repack the valves, and 
occasionally ream out and true up the nozzles. Care should be taken 
that the orifices of the nozzles do not become enlarged by reaming, 
because the heating jets will be made thicker and shorter and the 
cutting jet will spread rather than leave the blowpipe as a long 
thin stream. 

The blowpipe may be cleaned the same as the welding blow- 
pipe by removing both the acetylene and oxygen hose and connecting 
the nozzle to the oxygen hose. Fig. 16, page 18, and turning on the 
oxygen to a pressure of about 20 pounds per square inch, having 
first the cutting oxygen valve open, then the acetylene needle valve, 
and lastly the oxygen needle valve. This will allow the large particles 
to be blown out of the larger passages before they have a chance 
to clog up the smaller passages. 

Regulators. The cutting regulator, in principle, is the same as 
that described on page 20, but in size it is much larger than the 
welding regulator and is capable of both a higher delivery pressure 
and a greater volume. 

The acetylene regulator is the same as is used in the welding 
equipment, and described on page 20. 

Care of Apparatus. The blowpipe, regulators, and hose should 
receive the same care and attention as is explained for the welding 
apparatus on pages 18 to 21. 

Instructions for G>nnecting Apparatus. The regulators and the 
blowpipe are connected up in the same manner as the welding 
apparatus, and therefore the operator is referred to pages 22 to 23 
for instructions. 

How To Light the Blowpipe. (1) Take the blowpipe in hand 
and open the oxygen cutting valve fully. 
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(2) Turn the oxygen pressure-adjusting screw to the right 
until the required pressure for the work to be done shows on the 
low-pressure gage. ( See the maker 's chart for the correct pressure. ) 

(3) Close the oxygen cutting valve. 

(4) Open the acetylene needle valve fully. 

(5) Turn the acetylene pressure-adjusting screw to the right 
until a good jet of acetylene issues from the heating orifices. In 
the case of pressure blowpipes, until the required pressure for the 
thickness to be cut shows on the low-pressure gage. (See the 
maker's chart for the correct pressure.) 

6. Open the oxygen needle valve one-quarter turn and light 

the blowpipe by means of the pyro-lighter that is usually furnished. 

Note — A back-fire might occur if there is not enough acetylene being 
supplied. If this occurs increase the acetylene supply by turning the acetylene 
pressure-adjusting screw farther to the right. 

7. Adjust the acetylene pressure-adjusting screw to give a 
slight excess of acetylene to the flame. 

8. Adjust the acetylene needle valve to give a neutral flame 
(see under Flame Regulation, page 25) when the cutting oxygen 
valve is open. 

To Shut off the Blowpipe. In the case of the injector type of 
blowpipe, first close the acetylene needle valve and then the oxygen 
needle valve. 

In the case of pressure blowpipes, first close the oxygen needle 
valve and then the acetylene needle valve. 

To Cut. With the cutting valve closed apply the heating flames 
to the edge of the metal, keeping the nozzle at such a distance that 
the small flames barely touch the metal. As soon as the metal 
becomes heated to a cherry red, open the cutting valve, raise the 
blowpipe slightly to increase the distance between the nozzle and 
metal, and then move it along the surface as fast as a distinct and 
and clear kurf can be secured. The blowpipe should be held at a 
constant distance from the work. It should travel away from the 
operator in order that he may watch the cut advance. 

Back-Firing. Occasionally, particles of molten metal will 
impinge on the nozzle of the blowpipe, or the operator will allow 
the nozzle to touch the surface of the metal, and the blowpipe will 
back-fire. When this occurs, first close the acetylene needle valve 
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and allow oxygen to clear the passage, then open the acetylene 
needle valve fully and relight. If the back-firing continues, close 
both the acetylene and oxygen needle valves, cool the blowpipe by 
plunging in water and relight. Other causes of back-^ring are 
loose internal and external nozzles or dirt on the nozzle seat. These 
can be eliminated by tightening the nozzles and cleaning the seat. 
These back-fires are usually only a series of pops or sharp reports, 
and,' as a rule, will not extinguish the flame. 

Notes on Cutting. Heating Flames. The heating flames 
should be small to produce smooth cutting. If the flames are too 
small, the blowpipe is liable to back-fire. If they are large, the top 
. edges of the cut will melt and produce a rough cut. 

Speed of Cutting. The speed of the blowpipe travel should be 
slow enough to allow the oxygen jet to penetrate yet not so slow 
that the oxygen will be wasted. 

Restarting Cut. If the blowpipe travels too fast, and the cut 
is "lost'', it is necessary to shut off the cutting oxygen and apply the 
heating flames to the point of stopping until the metal is hot enough 
to start the cut again. 

To Cut Round Shafts, Etc. The cutting of round pieces will 
be made easier if the sin^ace of the work is first chipped with a chisel. 
This will present a good edge for the cutting blowpipe to bite on. 

To Pierce Holes. When piercing holes, a high oxygen pressure 
is necessary, and the metal must be brought to fusion before the 
cutting oxygen is employed. The blowpipe is held at a slight angle so 
the sparks will be blown out of the hole and away from the blowpipe. 
^ Cutting Dirty and Poor Material. If there is considerable rust, 
scale, paint, etc., on the surface, the cutting will be interfered with 
by small particles flying against the end of the nozzle and perhaps 
causing back-firing. To overcome this, the heating flames may be 
made longer, allowing the blowpipe to be held farther away from 
the surface, or the scale or paint may be removed by first passing 
the flame over the line of cutting before the cutting is started. 

LEAD BURNING 

Different Methods. Formerly, lead burning, or lead welding, 
was confined to garages and service stations that catered to the electric 
automobile only, but since the introduction of electric lighting and 
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starting batteries for gasoline automobiles, lead burning has become 
one of the works of the repair man in all garages. It is therefore 
important that the repair man have a sufficient knowledge of this 
class of work to enable him to handle any work of this nature that 
may happen to come into his shop. 

Up to the time of the recent development of a very small oxy- 
acetylene blowpipe for lead-burning work, the hydrogen air burner 
was used by most lead burners. The oxy-acetylene blowpipe, how- 



ever, is rapidly supplanting the old method and, as a matter of fact, 
within two years it has become universally accepted as being far 
superior to the old method in bandiness of operation, speed, and 
consequent economy, and has been adopted by the large battery 
I makers in both their factories and service stations. 

When an operator accustomed to the old flame tries the oxy- 
acetylene blowpipe, he is very likely to discredit it at first and claim 
that it is not satisfactory. However, every operator who gives the 
oxy-acetylene lead-burning blowpipe a fair trial and uses it in 
accordance with the methods recommended by the manufacturers 
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of the apparatus must acknowledge it as being superior to any 
method he has ever used. Its advantages are emphasized even more 
emphatically if he returns to the old, slower, and more costly methods. 
Lead-Burning Apparatus. A complete lead-burning station 
for use with oxygen and acetylene. Fig. 84, consists of the following 
apparatus: 

Lead-burning blowpipe with set of tips 

Oxygen regulator with low-pressure gage 

Acetylene regulator with low-pressure gage 

Adapter for acetylene cylinder 

Valve-block 

Two lengths of high-pressure hose to connect regulators to valve block 

Two lengths of b nail hose to connect blowpipe to valve block 

Lead-Burning Blowpipe. I'o make the blowpipe as light in 
weight and as handy as possible there are no large valves. Instead, 
a valve block is furnished for regulating the gases, which may be 
attached to a bench or a wall. In order to make minor or finer 
adjustments of the flame, and to allow various size tips to be used 
on the blowpipe and still maintain a perfect flame, an adjustable 
injector is provided at the top of the blowpipe within reach of the 
operator's fingers. 

Tips, There are about five sizes of tips supplied for use on 
different thicknesses and various classes of work, each giving its 
own special size flame. The oxygen consumption of the various 
size tips ranges from § to 6 cubic feet per hour. For storage-battery 
work the average consumption is about 2 cubic feet per hour. 

Begvlators. The regulators supplied with lead-burning apparatus 
operate on the same principle as the regulator described on page 19, 
the only difference being that they are of smaller size and especially 
adapted to small flames. 

Operation of Lead-Burning Apparatus. The apparatus is 
connected in the same general manner as the welding apparatus 
for which instructions are given on pages 22 to 26. The needle 
valves on the valve block are used to obtain approximate adjust- 
ment of the flame, and then the small thumb-nut on the blowpipe 
is used to make the finer adjustment. The pressure-adjusting 
screws should be set to give pressures of about 10 poimds per 
square inch for the oxygen, and 2 pounds per square inch for 
the acetylene. 
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The blowpipe, regulators, hose, etc., should receive the same care 
and attention as the welding apparatus and for which suggestions 
are ^ven on pages 18 to 21. 

Lead-Bumins Process. The oxy-acetylene blowpipe should be 
handled in such a manner that the flame strilces the work perpen- 
dicularly. If the blowpipe is used on a slant, the inner cone will 
not bring the work to the fusing temperature as rapidly as if held 
vertically, and the secondary flame, or outer envelope, will be very 
hkely to heat the surrounding metal to such a temperature that it 
will give way and break under its own weight. When working with 
the oxy-acetylene flame on stor- 
age batteries and the like, the 
operator should do the burning 
quickly. He should bring the 
flame down to the work, fuse the 
metal, add the necessary burn- 
ing bar, or filling wire, smooth 
off the work, and remove the 
flame, all as rapidly as possible. 
Burning Terminal Groups. 
When burning plates to terminal 
bars, a small flame should be 
used, and the work should be 
held in a fixture, as shown in 
Fig. 85. The small ends on the 
, „ „ . , ^ plates should extend up into the 

termmal bar slots about two- 
thirds of the way. The burning should be carried on by first fusing 
the ends of the plates to the bottom of the slots, then fllling up the 
rest of the slot by adding lead from a coil of wire or a burning bar. 
After the several plates have been burned on in this way, the flame 
should be moved perpendicularly over the surface to smooth it off 
and leave a nice finish. The flame should not be held flat against 
the work. It will take longer to smooth off the work, and it will 
not have nearly as neat an appearance if the flame is used flat. 

Buming-On Connecting lArtka. The terminal poles should 
extend up into the links about one-third of the way. The flame 
should be brought down into the hole until the inner cone almost 
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touches the top of the pole, and the pole fused and united with the 
bottom of the link as quickly as possible. After a good union has 
been secured in this manner, the bumiag bar should be introduced 
and the rest of the cavity filled up. Fig. 86. When working on links 
and poles it is advisable to do only part of one pole, move to another 
for a few minutes, and then come back to the first for a few minutes. 
This will allow the work to cool off slightly and will prevent breaking 
down or melting away. When burning this class of work, especially 
if the lead is old and pitted with dirt and cut by acid, it is advisable 
to increase the supply of oxygen 
and use an oxidizing flame 
when working down in the 
pocket. This will bum out any 
dirt and will prevent the blow- 
pipe from pu£Bng out when it is 
burning in the rare atmosphere 
that exists in the pocket. 

Form^ or Molds. Small steel 
frames, or molds, are found very 
convenient, especially when 
working on terminal links. 
These molds are shaped to con- 
form to the work and are placed 
around it while burning. They 

are i great help in preventing the ^ ^_ B.rm.«-o» Counectin, link. ■ 

corners of the work from break- 
ing down and melting away and, in this manner, relieve some of 
the tediousness of the work and allow the operator to work under less 
strain, and permit the work to be done by men who are not skilled 
lead burners, but who have occasional work of this sort to do. 

CARBON REMOVING BY USE OF OXYGEN 

Methods. Old Process. Up to within the last few years 
the methods used for removing the carbon from gas-engine cyl- 
inders were very impractical and unsatisfactory. To do this work 
meant the dismantling of the motor, the removal of all the parts, 
and the scraping of the cylinder walls by hand. Because this 
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operation necessitated a great deal of work it was not done, in most 
cases, until the carbon deposit became very heavy. 

Oxygen Process. The introduction of the inexpensive process 
of removing the carbon by burning it out by means of pure oxygen 
has replaced the old methods and they are no longer used. This 
new process is so simple, necessitates so little work, can be done so 
quickly and cheaply, that it can be employed every few months and, 
in that way, keep the cylinders free from carbon. 

Carbon-Removing Apparatus. Complete apparatus for remov- 
ing carbon by means of oxygen. Fig. 87, consists of the following: 
Carboo-removii^ handle with flexible tube 
Oxygen regulator with low-preseure gage 
One length at high-pressure rubber hose 

It will be seen from this list that all that 
is necessary for a garage to have in addition 
to its welding equipment is the carbon- 
removing handle with a flexible tube. 

Bumii% Out Carbon. Shut off the gas- 
oline at the tank or just In front of the 
carburetor and allow the engine to run until 
it has sucked the gasoline out of the lines.. 
Remove the valve caps and spark plugs 
from all the cyhnders. 

Turn the engine over by hand until 
the first piston is at the upper end of its 
stroke and both its valves are closed. Intro- 
duce a small quantity of kerosene into the 
cylinder head by means of an oil can or a 
Fig. 87. drbon-RemoviDB piccc of Saturated wastc. Light the kero- 
pjBis ui ^^^ .^ ^j^^ cylinder, introduce the end of 

the flexible tube into the cylinder and allow the oxygen to play 
on the carbon at a pressure of about 5 pounds per square inch. 
The carbon deposit will catch fire and will continue to bum as 
long as there is carbon present. Of course, if the carbon is depos- 
ited in patches it will be necessary, after one patch has been 
removed, to start another by means of kerosene. 

After the first cylinder has been thoroughly cleaned, turn the 
engine over by hand until the piston of the second cylinder is at 
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its upper stroke with its valves closed, and then proceed to remove 
the carbon from this cylinder in the same manner. 

After all the cylinders have been thoroughly cleaned, clean the 
valve caps and spark plugs by scraping or by burning off the carbon 
and then replace them in the engine. 

Notes on Carbon Burning, Before burning out the carbon be 
sure that there is no chance of gasoline being present which might 
cause back-firing into the intake manifold. 

The oxygen pressing should not be too high. Only enough oxygen 
should be supplied to keep the carbon kindled. Too much pressure 
will waste oxygen and increase the cost of burning out the carbon. 

Too much kerosene must not be used, because there is a chance 
of the operator burning his hands with the sudden burst of flame 
that might result. 

EXAMPLES OF AUTOMOBILE REPAIR 

Pressed-Steel Parts. All pressed-steel parts of automobiles, 
such as frames, bodies, fenders, axle housings, tubing, etc., should 
be welded, using a pure iron welding wire for a filling material. 

Frames. Almost all frame repairs necessitate a certain amount 
of dismantling of other parts. The extent of the dismantling depends 
upon tbe location of the proposed weld. If the work is to be done 
under the body, it is best to remove the car body. This is not 
absolutely necessary, however, because the work can be done by 
merely jacking up the body several inches to give enough room to 
do the work, and protect the body from the heat of the welding 
flame. If the weld is to be done close to the radiator, this should 
be removed so that the solder will not be melted out. Fig. 88. If 
the weld is about 12 inches from the radiator, the solder can be 
protected by placing sheet asbestos over the radiator. In this 
connection it is well to remind the operator that it is always advisable 
to cover the parts of the car near the welding with sheet asbestos 
to protect them from any possibility of the flame or heat getting 
too close. 

Jacks should be placed under the frame and the frame brought 
into alignment before the welding is started; the jacks should not 
be removed until the weld has been completed and has become 
tjioroughly cooled. 
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It is alwaj-a advisable to bevel the work by chipping. In the 
case of frames of light-weight pleasure cars this may be dispensed 
with if the operator is careful to penetrate through the tliickness 
of the material. All paint, dirt, and grease must be scraped off 
next to the weld from both the inside and outside of the frame 
before the welding is commenced, to prevent dirt from being 
incorporated in the weld. 

A reinforcing plate should be prepared about the same thickness 
as the frame, as wide as the frame is high, and about three times 
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as loi^ as it is wide. This may be cut out of sheet steel by means , 
of the cutting blowpipe. Fig. 82, page 77, or by means of a hack saw. 
The blowpipe is the quickest and easiest method, especially for 
cutting plates for curved frames such as are used on pleasure cars. 
The weld will look better if the reinforcing plate is welded on the 
inside of the frame, hut in some cases that is impossible without a 
great deal of extra dismantling. It is then allowable to weld it on 
the outside. 

The welding should start at the lower end of the frame and 
move upward as explained under Vertical Welding, page 31. The 
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two flanges of the channel should then be welded, starting at the 
corner and moving toward the edge. When welding the lower 
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flange, the work should be carried on as explained under Overhead 
Welding, page 31. After the frame has been welded, the reinforcing 
plate should be welded on by welding the horizontal edges first 
and the ends last. 

The weld will be materially strengthened if it is hammered 
during the process of welding, as explained under Hammering, 
page 46. 

The oxy-acetylene blowpipe is also very valuable in straightening 
frames that have become bent in 
accidents. A frame of this sort 
is shown before and after straight- 
ening in Figs. 89 and 90. 

Bodies and Fenders. Bodies 
and fenders that have been torn 
can be successfully welded if the 
operator uses his best efforts and 
is careful. 

Fenders, as a rule, do not 
present very much difficulty be- 
cause the break usually extends 
to the edge. It is advisable to 
pack wet asbestos along both 
sides of the weld to prevent buck- 
ling as much as possible, Fig. 91. 
The wet asbestos will absorb the 
^■"^o;;i''S?^UXp«™TB^£li5f"'™ heat and will not allow it to be 
oi Light Sheets conducted back into the sheet. 

Bodies should be welded in a similar manner when they are 
torn. If possible, it is advisable to bend the edges outward slightlj- 
before welding. Then, as the weld is cooling, hammer it flat to 
compensate for the contraction that takes place. 

If a patch must be welded in, it should be prepared either 
round or oval, or should have rounded corners of large radii. 
The patch should be dished to compensate for the contractior. 
thaf- -vill take place when the work cools. The hole in the body 
and thj patch should be trimmed so as to fit well. When 
the patch is ready, it should be tacked in place. The welding 
should be carried on as quickly as possible. After the weld has 
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been completed, the flame should be played on it to heat it evenly. 
As the weld starts to cool, the center of the patch should be heated 
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slightly 30 that it will stretch easily and compensate for the co!. 
traction taking place in the weld. 
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Springs. The welding of springs should not be attempted 
except for emergency repairs to allow the car to be used until a new 
spring can be obtained. A steel welding rod of low-carbon content 



Fig.95. Pre-Heatim Crankshftft with Gm Rg.OB. Welding Crankaliatt. Nolethat 

BunuT the Pre-Hestini Burner Is Used to 

Aniat the WeUiog Flame 

should be used for filling material. No attempt should be made 
to re-temper the spring, because the average garage is not equipped 
to handle work of that nature and, consequently, the spring is very 



likely to be worse if a poor job of tempering is done than if tempering j 

is not attempted. It is well to pack wet asbestos around the spring I 

nejct to the weld to prevent the heat being conducted back into the I 
rest of the spring. 
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Shaff5 and Axles. Shafts and axles are alloys of nickel, nickel 
and chromiiuD, or chromium and vanadium. It is desirable to have 
the filling material of the same composition as the shaft or axle, 
but this is practically impossible. The most suitable welding rod 



that can he obtained for this work is one containing about 3.50 
per cent nickel, or one containing about 0.20 per cent vanadium and 
0.12 per cent chromium. This latter steel is more difficult to handle 
under the welding Same, so that most welders prefer the 3.50 per 
cent nickel rod. 

Square shafts. Figs. 92 and 93, and round shafts. Fig. 80, page 
76, should both be beveled by means of the cutting blowpipe or by 
grinding, and should then be placed in alignment or in suitable 
jigs, Fig. 94. A gas or oil pre-heating burner should then he directed 



Fig. go. Repaired MalleBble-Iron R«r-Aile Houunc 

on the point of welding, Fig. 95, and the work heated to a red heat 
before welding is started. The welding should then be carried on, 
Fig. 96, according to the instructions given under Welding Heavy 
Sections, page 58. After the welding has been completed the work 
should be reheated and any straightening done that is necessary. 
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The weld should then be heated up evenly, covered over with sheet 
asbestos, and allowed to cool slowly. The finished weld is shown 
in Fig. 97. 

Axle Housings. If the housing is of pressed st«el, it will not 
present any particular difficulty to the welder, except that he will 
have to take care that it does not get out of alignment, A pure iron 
welding wire should be used, and the work should be prepared and 
carried on as explained under Light Sheet-Steel Welding, pages 
46 to 50 

If the housing is of malleable iron, Figs. 98 and 99, it should 
be beveled, placed in alignment, and then brazed, using Tobin bronze 
for a filling material as 
. explained under Malle- 
able-Iron Welding, page 
67. The work may be 
pre-heated slightly to re- 
lieve the effect of expan- 
sion and contraction, but 
must not be heated above a 
dark red. The operator 
must be very careful to 
not bring the malleable 
iron at the weld to too 
high a heat or its mal- 
leable properties will be 
destroyed and the hous- 
ing will be weak. 

Manifolds. Pressed- 
steel manifolds shouki be 

Fi,.100. W,.di.,Brol.enFUng.onM.nif«ld ^^fj^ aCCOlding tO the 

directions given under Light Sheet-Steel Welding, pages 46 to 50. 
Cast-iron manifolds, as a rule, have only simple breaks to be 
repaired, such as broken flanges. Fig. 100. These should be beveled, 
and the parts clamped to a flat surface to keep them straight. They 
should then be pre-heated in the vicinity of the weld by means of 
the welding blowpipe before the welding is started. After the weld 
is completed they should be reheated evenly and then covered 
over and allowed to cool slowly. 
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Elaine Cylinders. If the water jacket is cracked, the crack 
should be chipped out and the surface of the casting next to the 
groove should be cleaned by scraping. If the cylinder is cracked in 



Fig. 101. Watoi Jacket Cut Away to Allow for Weldinc Cylinder Wall 

the head end, it will be necessai-y to cut away a section of the water 
jacket by drilling or sawing, Pig, 101. After the cylinder head has 
been welded, the water-jacket section can be welded back into place, 
Fig. 102. Sometimes it is quite difficult to detect how far the crack 
really extends, therefore, care must be taken, to be sure that it is 
chipped out its entire length. 

All of the plugs and other fittings must be removed from the 
cylinders before pre-heating. The cylinders should be placed in 



Fif. 102. Cylinder Wall Welded snd SecUou of Wster-jBclcet Replsceil 

the pre-heating fire with the open end of the cylinder upward, 
Fig, 103. They may be placed on a slant if the crack is on the side 
of the water jacket; but they must be in such a position so there 

105 
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will be no chance for dead air to remain in them. If this precaution 
is not taken, the cylinder walls are very likely to crack. 

The welding should be carried on according to the directions 
given under Cast-Iron Welding, pages 59 to 67. Tlie cylinders 
must be left in the charcoal fire all during the welding. It is even 
advisable to keep the top of the fire covered over and to weld through 
a hole in the asbestos paper. Fig. 103, to prevent air currents from 
striking the cylinder while it is hot. After the welding has been 



He. 103. Weldina Cyliuden Mid Preparinf Pre-Butina Eire for CyUudera 

completed, the fire should be started up enough to heat the entire 
casting evenly, and should then be covered over and allowed to die 
out. The cylinder must not be removed until it has become cold 
enough to be handled with bare hands. 

Protection for Machined Surfaces. The finish in the bore of the 
cylinder will be affected by the heating if some means is not used 
to protect it. The best protection that can be used is to coat it and 
other machined surfaces with flaked graphite and oil. This can 
be made into a paste and painted on, or the surfaces can be oiled 
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and the graphite dusted on. The latter method la really the best 
if carefully applied. The graphite must be coarse; the fine flake 
will not do. 

Testing Welded Cyl- 
inders. There are sev- 
eral ways of testing 
welded cylinders. The 
two most generally used 
are by water pressure 
and by gasoline. In the 
first method, the water 
jaeket is tightly plugged, 
filled with water, and 
then subjected to pres- 
sure by means of a hand pig ^^^ water jMket plugged ai 
pump. The method of " 

using gasoline is simpler 
and quicker. The water 
jacket is plugged and 
filled with gasoline. Fig. 
104. If there are any 
cracks or leaks the gas- 
oline will work its way 
thipugb and will spread 
out over the surface sui^ 
rounding the crack or 
leak. 

Crankcases and 
Transmission Cases. It 
is usually necessary to 
remove the case from the 
car. But, if the arm is 
broken some distance 
from the main case, it 
may be welded while in 
position, is shown in Fig. 105. When welding in this manner, it is 
necessary to cover the parts near the welding with asbestos sheets 
to protect them from the Same of the blowpipe. The arm should be 
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pre-heated slightly by means of the welding blowpipe before the 
actual welding is started, and, after the welding has been completed, 
it should be reheated to relieve 
any internal strains, and must 
then be covered over to allow it 
to cool slowly. 

Some operators spend a great 

deal of time trying to keep the 

bearing of the case in line, and 

while doing this they allow the 

rest of the case to twist, so that 

it is necessary to take a machine 

cut off the edges in order that 

they may fit the other half of the 

case. It is much better to keep 

the edges true and dress up the 

bearings, because it is quite likely that the bearii^ will have to be 

trued lip anyway. The case should be clamped flat against two 

straightedges, but not too tight, or the case might crack from the 

strains produced when heat is 

apjdied. The case should be 

placed on the welding table in 

such a position that the welder 

can work on the outside and 

smooth off the inside without 

, having to disturb its position. 

Fii. 107. Lower Hall ol Cnakane wiUi He«e The mOSt Satisfactory 

Brokeo Out— Mint Be Enaiely Pre-Hmt«d , , , ... , 

metliod of pre-lieatmg is to place 



Elf' 108. Upper Half dI Ciankouw with Piece_Bioken Out and Miaainc 

a gas burner under the case and let it bum wUhaut an air blast. If an 
air blast is turned on, the case is liable to become overheated and 
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cave in. In fact, unless there are holes to allow some of the heat 
to escape, the case is liable to become overheated with only the 
soft gas fiame. If the case is broken at one end, as shown in Fig. 108, 
it ia only necessary to heat the one end; but it is very necessary to 
heat both sides of that end to prevent warping. If like the case 
shown in Figs, 106 of 107, it is best to heat the entire case. This 
can best be done by using two gas biuners so that the heat will 
surely spread. 

If the case is cracked or a piece is broken off, the welding should 
start at the inner end of the crack and move toward the edge or corner. 
ITie welding should be carried on 
as directed under Cast Aluminum 
Welding, page 71, 

If a piece has been broken 
out and lost necessitating building 
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up a section of the casting, Fig. 108, it is necessary to back-up the 
work by means of a piece of sheet iron bent to the required shape, 
Fig. 109. The welding should be started at one edge and should 
move across the space in a line parallel to the edge. When the 
added material gets almost to the opposite edge, the welding should 
stop, the edge of the case and the edge of the new added section 
should be cleaned, and then the weld completed in the same manner 
as for welding up a crack, Fig. 110, as outlined above. 

COSTS 

The cost of welding varies within wide limits for the different 
metals and the different classes of work. It is, therefore, not possible 
to give cost tables that will apply to all work. The costs given in 
Tables II and III are for steel work under fair conditions. 

Measuring Oxygen Consunq>tion. Oxygen is supplied 
compressed to 1800 pounds per square inch, in cylinders containing 
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TABLE II 
Weldinc Cost Table 



ThickneBB 

of Metal 

(in.) 


Speed 
(ft per hr.) 


Oxygen 

per Linear Foot 

(cu. ft.) 


Acetylene 

per linear Foot 

(cu. ft.) 


Cost 
per Linear Foot 

Labor 45o 

Oxygen 2o 

Acetylene. . 2|c 


nV 


26 


0.15 


0.14 


$ .024 


A 


22 


0.22 


0.21 


.030 


A 


17 


0.43 


0.41 


.045 


A 


14 


0.68 


0.65 


.063 


i 


llj 


1.03 


0.98 


.083 


A 


9 


1.84 


1.74 


.13 


i 


7 


3.01 


2.88 


.20 


i 


^ 


6.74 


6.44 


.40 


i 


3 


13.2 


12.6 


.73 


I 


ij 


38.7 


37.0 


2.00 


1 


1 


76.7 


72.9 


3.81 



TABLE III . 
Cutting Cost Table 



Thickness 

of Metal 

(in.) 


Speed 
(ft. per hr.) 


Oxygen 

per Linear Foot 

(cu. ft.) 


Acetylene 

per Linear Foot 

(cu. ft.) 


Cost 
per Linear Foot 

Labor 45c 

Oxygen 2c 

Acetylene.. 2Jc 


i 


90 


0.34 


0.10 


$ .014 


i 


74 


0.55 


0.17 


.021 


i 


55 


1.16 


0.33 


.040 


i 


46 


1.91 


0.47 


.060 


1 


40 


2.75 


0.61 


.082 


li 


33 


4.70 


0.85 


, .13 


2 


29 


6.97 


1.06 


.18 


3 


24 


12.3 


1.46 


.30 


4 


20 


19.4 


1.96 


.46 


6 


15 


38.3 


3.04 


.87 


8 


11 


69.7 


4.60 


1.56 




TABLE IV 
Factors for Correcting Oxygen Volumes 



Deg. F. 


Factor 


Deg. F. 


Factor 


Deg. F. 


Factor 


100 


0.929 


76 


0.972 


50 


1.020 


95 


0.937 


70 


0.981 


45 


1.030 


90 


0.946 


65 


0.990 


40 


1.040 


85 


0.954 


60 


1.000 


35 


1.051 


80 


0.963 


55 


1.010 


30 


1.061 
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100 and 200 cubic feet. The amount of oxygen in a cylinder can 
be measured quite accurately by means of the high-pressure gage 
on the regulator. Most of these g^es are supplied with two rows 



FIc. no. upper Half of CnrnkcsH with Sectlaii Built-in 

of figures on the dial, Fig. Ill, The outer circle gives the pressure 
in the cylinder in pounds per square inch, and the other circle gives 
the per cent of oxygen remaining in the cylinder. The latter set of 
numbers makes the calculation very easy: e.g., if a 100-cubic foot 
cylinder is being used and the gage hand indicates 73, there is 73 




Dial of Hich-PNMim Oaas of OxjteD R^nil*tor 



cubic feet of oxygen in the cylinder. If a 200-cubic foot cylinder is 
being used, there is 200X0.73 = 146 cubic feet in the cylinder. 
The amount of oxygen indicated by the gage reading is more or less 
approximate and depends upon the temperature of the oxygen in the 
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cylinder. The correction factors given in Table IV should be used 
to determine the volume of the oxygen at "standard temperature", 
60^ F.> if an accurate measurement is required, e.g., if in the case 
given above the temperature is 50° F., then the real volume at 
standard temperature would be 146X1.020=148.9 cubic feet. 

Measuring Acetylene Consumption. The amount of acetylene 
in a cylinder cannot be determined by means of the high-pressure 
gage. All the high-pressure gage can be used for, in the case of 
acetylene, is to indicate very roughly the amoimt of acetylene in 
the cylinder. There is only one method that can be used to determine 
the amoimt of acetylene used, and that is to weigh the cylinder. 
Each pound by weight of acetylene is equal to 14.5 cubic feet. There- 
fore, to determme the amoimt of acetylene used on a certain job, it is 
necessary to weigh the cylinder before and after welding and 
calculate the volume of acetylene used from the difference in weight, 
e.g., if the cyUnder weighs 217 pounds before welding and 207^ 
pounds after welding, then (217 -207i)X 14.5 = 9^X14.5 = 137.7 
cubic feet. 
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INTRODUCTION 
Importance of Shop Equipment. The average garage or repair 
shop should be equipped to do any repair job which comes into the 
shop. Of course, the demands in different districts vary aomewhat, 
but a study of the requirements will guide the management in the 
installation of the equipment necessary. This article is intended to 
cover the more common bench operations and the operations per- 
formed on the various machines which are most necessary. In the 
article on Building, 
Equipping, and Running 
a Public Garage, other 
suggestions as to equip- 
ment of toots and ma- 
chines are given. In still 
another article on Oxy- 
Acetylene Welding 
Practice, practical in- 
structions for welding 
various metab and var- 
ious parts of an automo- 
bile are given. 

BENCH WORK 
WtMic Bench Design. 

As a large portion of the 
repair work in a shop is 
bench work, the height, „ , „ , „ . 

' o ' Fig. 1. Work Benoh 

width, and equipment of Ctanay «/ Bmm ond SSo™ iSm<i/artm«o Componi,, 

^ '^ Pnmdmct, Rliodc Itland 

the work bench should be 

carefully considered. The machinist's bench at which hand work Is 
ordinarily performed should be of substantial character, about 2 feet 
10 inches from the floor and 2 feet 3 inches wide, Fig. 1 , For the sake 
of economy it is usual to have a 2J- or 3-inch plank at the front to 
which the vises are fastened and on which all the heavy work is 
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done, while the rear of the bench is made from I-inch lumber. Maple 
and birch are preferred as materials for a bench, although ash makes 
a very good substitute. 

Worit Vises. In order that work may be held ripdiy for the 
performance of hand operations, the machinist uses what is termed 
a vise. They are made in a great variety of forms and sizes, but all 
consist essentially of a fixed jaw, a movable jaw, a screw, a nut fas- 
tened to the fixed jaw, and a handle by which the screw is turned 
in the nut and the movable jaw brought into position. The sec- 
tional view, Fig. 2, shows these parts clearly and also a device, 



Elc. 2. Simple Benoh Vise 

present in some form in all vises, by which the movable jaw is sepa- 
rated from the fixed jaw when the screw is backed out of the nut. 
In the machinist's vise both jaws are made of cast iron with 
removable faces of cast steel. These may be checkered to provide 
a firm grip for heavy work, or may be smooth to avoid marking the 
surface of the plate operated upon. When holding soft metal, even 
the smooth steel jaws would mar the surface; and in such cases it is 
customary to use false jaws of brass or Babbitt metal, or to fasten 
leather or paper directly to the steel jaws. The screw and handle 
made from steel and the nut from malleable iron. 
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The common method of fastening a vise to the bench is by 
means of the fixed base shown in Fig. 2, although a swivel base 
is really preferable. Vises of this kind often have swivel jaws as well, 
which enable them to hold tapered work securely, This swivel jaw 
is provided with a locking pin, which fixes the jaws in a parallel por- 
tion. The height of the vise from the floor depends somewhat on the 
c3ass of work to be performed, but a general rule is to have the top of 
the jaw about 1} indies below the point of the elbow when standing 
erect beside tite vise. 

CHIPPINQ AND FILING 
Chisels. One often hears the term "cold chisel mechanic" used 
in deri^on, but the man who can by the use of a hammer and hand 
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chisel remove metal neatly and without marring the adjacent parts is 
a really good mechanic. The term came from the common practice 
in the early days of the automobile of tightening nuts in place with a 
cold chisel, which, of course, scarred the nuts very badly. This 
practice was more the fault of the maker than of the mechanic, as 
there were places on the automobile where a wrench could not be used. 
But this difiBculty has been corrected on modem cars, and there is 
now practically no exf^ise for the use of the cold chisel in this manner. 
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It is often necessary, however, to remove interfering lugs, etc., 
when fitting accessories to a car. Tliis Is especially true when putting 
ignition apparatus, lighting and starting equipment, and other attach- 
ments on Ford cars. In cutting soft steel with a hand chisel there is 
little danger of doing damage except by cutting too deep or letting the 
tool slip, but in cutting cast iron, cast aluminum, and cast brass, which 
are the metals usually encountered on the motor car, there is great 
danger of cracking the adjacent part in case deep cuts are attempted 
with the necessarily heavy hammer blows. 

A survival of the old cold-chisel-mechanic days is found in the 
method of removing nuts. In these days such practice should seldom 
be necessary around the engine, but it does sometimes happen that 
nuts on the muffler and other chassis parts become so badly rusted in 
place that they cannot be removed by a wrench even after the kero- 
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sene-oil treatment. The first thing is to try to start it with a dull 
chisel at A, Fig. 3, but if this does no good and it is desired to save 
the male member, the nut can be spht as shown at B. If it is on only 
an ordinary bolt that can be renewed from stock, it is easier to sheer 
the bolt, as ate. Fig. J. 

Cutting keyways by hand and putting oil grooves in anti-friction 
metal bearings are the other two uses made of the cold chisel by the 
automobile mechanic, and these subjects will be taken up in detail 
later. 

Chisel Types. Common forms of hand chisels are shown in 
Fig. 4 in the following order from left to right: fiat, cape, diamond, 
and two types of round nose. 

Flat Chisel. The flat chisel is the most used and works best whdre 
the surface to be cut is of less width than the edge of the tool. It is 
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beveled on both sides, an included angle of 70 degrees being best for 
cast iron, while 60 degrees seems best on wrought iron and steel. 

Cape Chisel. The cape chisel is a narrow chisel with the sides 
ground back so as to give clearance to the cutting edge in a channel. 
It is used particularly for cutting keyways and for making channels in 
a large surface preparatory to using a flat chisel. 

Diamond Point. The name describes this tool, which is used for 
cutting sharp-bottomed grooves and for putting holes in sheet metal. 
It has little appUcation in automobile work. 

Round Nose. Round-nose chisels, some very small, are of great 
importance in cutting the oil grooves in babbitt and die-cast bearings. 
These are often made with curved shanks. 

Chipping. The ball-peen hammer seems best balanced for the 
chipping process, and the size of the hammer should be consistent with 
the chisel being used and the class of work in hand. Warning has 
already been given against unnecessarily heavy blows on any part of 
iron, aluminum, or brass casting, because these metals are very brittle. 
Only the cutting edge of the chisel should be in contact with the work, 
the lower bevel being at a slight angle. For a deeper cut the shank is 
raised, and for a shallow cut the lower bevel should almost touch the 
work. The general tendency is to raise the chisel too high and thus 
drive into the piece instead of making a good cut. 

Filing Methods 

Types of Files. The greatest time-saver in filing, as a feature of 
bench working, is in the selection of the correct file for the work at 
hand. It is therefore imperative, if a shop is to be at all efficient, 
to have a stock of files which will take care of every kind of work. 
Although there are a great number of shapes and sizes available with 
every imaginable type of cutting surface, those most commonly used 
are the flat file, hand file, warding file, square file, triangular file, 
half-round file, and the round file. 

You can obtain a file which will cut across one angle of the file 
or one in which the cutting surfaces cross each other. These are 
known as single or double files. Different materials to be worked on 
require different coarseness of the cutting surfaces, and there are five 
general grades most suitable for general work: coarse; bastard; 
second cut ; fine, or smooth ; and superfine, or dead cut. 
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FOe Shape. In files of fine cutting surface, the length is much 
shorter than in files with coarse cutting surface. The reason for this 
is obvious, inasmuch as in heavy cutting one needs a long clean sweep 
where plenty of muscular effort may be applied to the best advantage; 
while in fine cutting where the work is more delicate, one needs a file 
which is light and easy to handle. 

Properly constructed files have a very slightly convex surface in 
the direction of their length. The reason for this is that a perfectly 
flat file surface, digging-in to the full depth of its cutting ability, 
presents too much cutting surface to be handled by manual power. 
With a convex surface, however, the file is first applied at the center of 
the cutting surface, and this bites into the metal, allowing the rest of 
the file to be carried in easily. This convexity avoids dulling the 
cutting teeth, for it prevents frequent skimming strokes over the 
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D E r Q 

Fig. 5. Sections of Different Typee of Files 

surface of the metal which, as they apply only the sharp edges of the 
file, quickly breaks them down. This is naturally not the case when 
the teeth are deep into the metal. Another purpose which this con- 
vex surface serves is to compensate for the bending to which a file is 
naturally subjected when pressure is applied to it. Although convex 
in its natural position, the bending action of the file, due to its pres* 
sure after the teeth have cut in, very nearly makes up for the convex- 
ity. This is, of course, not an accurate compensation. 

Proper Files for Certain Work. Before discussing the proper 
methods of handling files, it will be well to discuss the kind of file to 
select for a certain work. This is a matter upon which no fixed rules 
can apply. One mechanic may do a certain job with a long coarse 
file, where another may do the same job in equally quick time and as 
well with a finer cutting surface. 
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Generally, however, the kind of metal being worked determines 
the character of the file to be used. For cast iron, which presents a 
clean surface free from scale and an undue amount of rust, a bastard 
file' is generally used. Although this is a softer metal than steel, it 
presents a surface of porous glassy character which is very hard on 
the cutting surfaces of a file. Old files — ones whose cutting surfaces 
have already been dulled by long use — should be used in ^ast-i^on 
work. On steels of all kinds a sec- 
ond-cut file is generally accepted as 
presenting the best surface. The 
superiority of the second cut over 
the bastard for steel work is due to 
the fact that the cutting surfaces 
are shorter, and when sufficient pres- 
sure is applied for the file to bite 
into the surface, there is less tend- 
ency for these surfaces to chip off 
than there is with a coarser file such 
as the bastard. 

Aluminum, bronze, brass, bear- 
ing metals of all kinds, and kindred 
soft metals permit the use of fiat files 
with coarse cutting edges. 

Manipulation of Piles. Infihng, 
the work is usually held rigid in a 
vise, although many jobs are done 
directly on the automobile itself. 

, , , 1.1 I 1 III FiB- *■ Corrwt Bench Filina Poeitioo 

In bench work, the surface should be 

at about the height of the elbow, and in constructing benches and 

installing vises it is well to bear this in mind. 

Handles. Although it might appear to be a trivial matter, one 
cannot be too particular as to the kind of a handle which is fitted to 
the file. Before buying your files, hold them in your hand, with the 
handle against the palm and the other hand holding the steel end of 
the file. Press the file vigorously against a surface and determine for 
yourself whether the handle fits the palm in such a way that several 
hours of work would not become painful. Also make sure that the 
axis of the handle is on a true parallel with the file. 
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Position for Filing. If one is to undertake a filing job which will 
require several hours of concentrated tabor, it is well for him to learn 
that position which will give greatest accuracy and which, at the same 
time, will be the least tiring. The feet should be placed a foot apart 
and at right angles to the work bench, or nearly so, Fig. 6, the left 
foot being in line with the top of the vise and the right slightly ahead 
of the left. This posltioo allows the body to follow the file accurately 
and eliminates that swinging sideways movement which^ is disastrous 
to accurate work. 

- Holding the File. Take hold of the handle of the file with the right 
hand as you would take hold of the steering wheel of the car, with the 
fingers underneath and the thumb lying across the top. When a big 
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file is used and the work is heavy, grasp the steel end of the file with 
the left hand by placing the top of the file into the palm and twining 
the fingers around the end. Fig. 7. If the work is delicate, it is only 
necessary to pinch the end of the file with the fingers of the left hand. 
Remember that the first dozen strokes of a new file on a tough 
piece of steel frequently lessens its cutting value as much as an hour of 
steady cutting on a softer metal. Handle the file firmly and push it 
into the metal with an even steady stroke to avoid chipping the edges. 
When much metal is to be filed, the direction of stroke should be 
changed frequently, thus permitting more accurate work as well as 
allowing faster removing of metal. The file, when moved endwise, 
produces small grooves in the direction of the work; when the direc- 
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tion of the file is changed, it cuts into the top edges of the grooves with 
much the same effect as working against the grain in wood. 

Uses of Different Shapes of Files. We have gone into the types 
of files to be used as to coarseness or fineness, of the cutting surfaces. 
Now let us consider the shapes best suited to various kinds of work. 

When one selects a file for a certain job, he must bear in mind the 
shape and the size of the work, the quality of the metal, the amount of 
stock to be removed, and the quality of the finished work. The first 
two mentioned requirements fall under the shape of the file, the others 
under the nature of the cutting surfaces. 

If the surface is a flat one, the flat file, hand file, or warding file 
will serve. The length will, of course, depend on the length of the 
surface to be filed. For very light work the length of the file should 
be about 8 inches, and for heavy work about 18 inches. If the sur- 
face is a square interior, such as a keyway, the square file finds its place. 

The triangular file finds its use in notching round bars, in cutting 
through steel tubing, and in filing gear teeth, bolt threads, and kin- 
dred applications. The half-round file is used where the curvature of 
a radial filing job becomes too great for efficient work with a round file. 
With these large surfaces, it is not possible or even desirable to have 
the file fit accurately the surface to be cut. In using this file it is impera- 
tive, if smooth work is to be done, that the file be given a side sweep 
with each stroke. The round file, which in its general form is tapered 
throughout its length, has obvious uses in working with round holes. 

Accurate Filing. The matter of accurate filing is a knack which 
can be acquired only by practice. It is the process of learning a 
smooth even stroke in which the file is held flat against the work 
throughout the length of the stroke. However, the file maker has 
contributed towards accurate work in a safe-edge instrument which 
has innumerable applications around a motor car. 

Use qfSafe Edges. Suppose one desired to increase the depth of 
a keyseat without in any way impairing the surfaces on the sides of 
that keyseat. If he were to introduce a flat file with cutting edges on 
all four surfaces, he would have removed considerable metal consti- 
tuting the sides of the keyseat before he had cut the keyseat much 
deeper. For this kind of work there is the safe-edge file — one in which 
there are cutting surfaces on two opposing sides and smooth surfaces 
on the other two. These are procurable in all sizes and shapes. 
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Draw Filing. The term draw-filing refers to the proems of opera- 
ting the file over the work at right angles to the length of file. To 
do this work properly, the file is grasped in the palms of both bands, 
as one would grasp the handles of a push cart, Fig. 8. The purpose of 
this method of filing is accuracy in the work. As the belly of the 
file can be brought to bear on the-high spots under better control and 
with less oscillation than in cross-filing, a less skilled mechanic can 
obtain more accurate results. Of course, due to the fact that the 
cutting surfaces operate on a great angle, the amount of cut at each 
draw is far less than it is in cross-fihng. 

Filing to a Micrometer Fit. Suppose one has a square block of 
steel, one side of which is to be cut down to an accurate surface with 
^ inch of stock taken off. Calipers or micrometers should be set 
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about -^ inch greater than the finish size of the block. The surface 
may now be cut down with a flat second-cut file until the piece will just 
pass within the calipers or micrometers. Now the micrometer or 
calipers should be set to the exact dimension of the finished piece, 
and draw fiUng should be resorted to so as to cut down the surface 
carefully until the caliper or micrometer is a very tight fit over all 
the edges and through the center. 

Now one should use a small file of a smooth fine grade for the 
final dressing off and should resort to the cross-filing method, so as to 
remove the grooves caused by the draw-fihng operation. With a little 
filing, then a measurement from the caliper or micrometer, a little 
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more filing, and still another measurement, etc., a very accm*ate job 
is possible. 

Revolving Filing, Quite another angle is presented in revolving 
filing. This means the filing of a piece of work which is revolving in a 
lathe chuck. The stroke for this kind of work is entirely different 
than in hand filing. These strokes are fewer and of longer duration 
inasmuch as the work is revolving rapidly and permits of faster 
cutting. In filing rotating work very nearly all of the cutting edges 
should be brought into play, that is, one should stroke slowly from one 
end of the file to the other. 

The file should be held in the hands in the same manner as for 
cross-filing in a vise, as previously described. If the amount of 
metal to be removed is considerable, the file should be held at an angle, 
and, if it has single cutting edges, at the angle which presents the'se 
edges, flat against the work. The file should be turned over fre- 
quently and held at the opposite angle, thus cutting crosswise of the 
grooves caused by the cutting edges of the file. 

If a smooth finish is required and the amount of surface to be 
removed is nominal, the file should be held at right angles with the 
work and turned over frequently. It should be swept in even move- 
ment from the right to the left of the surface being filed. 

It must be remembered that less pressing is required to make 
the file bite in revolving work than in stationary work. This permits 
the use of special files for rotating work with concave surfaces which 
would not suit at all for stationary work. If one does not desire to 
purchase special machine files, there is an opportunity for using up 
the old stock which have become so warped and worn that they are 
no longer suitable for accurate bench work. This applies to the 
cutting of the radial surface of rotating work. If one is to file a flat 
rotating surface, such as the end of a disc, one must use an accurate 
file with a convex surface, the same as for bench work. 

Cleaning Files. It is quite important, if one hopes to minimize 
the purchase of new files, that the ones in use be carefully cleaned after 
each operation. If the particles of metal removed in the cutting 
operation become packed into the teeth, this greatly diminishes the 
cutting powers of the tool. This cleaning may be done to some extent 
by striking the edge of the file against a solid surface, but such a cure 
is not a good one. The work can be done more effectively by using 
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a wire brush made for the purpose or by scraping the edge between the 
cutting surfaces with a thin piece of brass. 

Presence of Qrease. In filing any metal on the bench, it b well 

to assure yourself that all grease is removed both from the file and 

from the work. Grease tends to hinder the file from cutting into the 

metal. In steel work, where the job is revolving, the file may be 

frequently oiled, as thb measure 

tends to keep the file clean. 

When one is obliged to file 
objects in inaccessible places 
about an automobile, there is no 
rule which can be laid down other 
than to do the filing in the easiest 
possible manner. The work re- 
quired is seldom so extenave that 
the file will be harmed, no matter 
how carelessly the work is done. 

REBABBETTINQ BEARINQS 
Types of J^ to Use. There 
are still a few cars running which 
embody the old principle of solid 
bearings in which the bearing 
metal must be poured into the 
bearing container. This process 
is known as rebabbitting bear- 
ings. It is not good practice to 
use the main shaft for the purpose 
of casting the bearings, because 

¥is. 0. Jia f" Rebsbbittios Bearrngj. ^^^ ^^^ ^jg^gj jg ^pj ^^ gpriug the 

shaft. A better plan is to use a wood jig such as shown in Fig. 9. 
It is unfortunate but true that a new jig will probably have to be 
made for every different size of job, but the jig is easily turned in a 
lathe in one set-up of the chuck. The solid flange A should be about 
1 inch thick and should have a diameter 1 inch or so greater than the 
outer diameter of the bearing. The shaft C should be turned to a 
size ^ inch smaller than the size of the bearing surface, and should be 
about i inch longer than the length of the bearing itself. Then on the 
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shaft side of the flange A should be turned a groove B having a depth 
of J inch and a diameter equal to the diameter of the hole through the 
connecting rod when the babbitt metal is removed. 

Pouring the Babbitt. The jig is now ready for use. Fill the 
groove B with plastic fire clay even with the surface of the flange and 
place the bearing container 
over the shaft of the jig, as 
shown in Fig. 10. The 
bearing container should be 
adjusted over the shaft of 
the jig so that the space on 
all sides is exactly the same, 
determining this with a 
tapered steel gage, Fig. 11. 
Drop the gage into one side 
and note the mark on the 
taper where it comes to rest 
when touching the jig shaft 
and the bearing container. 
Then move the gage about and determine whether the other side is 
too close or too far away. Continue this operation until the space to 
be filled is the same on all sides. It is important that the machined 
surface of the bearing container rests perfectly flat on the block. 

With everything properly located, lay a rim of fire clay about \ 
inch thick around the top of the bearing container, as shown in Fig. 5, 
so that the space between can be filled with bearing metal above the 
edge of the container to take care of contraction. 

Everything is now ready for the pouring of the bearing metal, 
which has been melted in a ladle. Before starting to pour, make sure 
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that all impurities which have risen to the top are skimmed off. These 
impurities, if allowed to pass irto the bearing, might cause trouble 
later. Pour the metal from the lad.3 ;,-.to the hole quickly and with a 
circular movement about the rim of the hole. It is important that it 
be poured in quickly, because babbitt cools very rapidly. However, 
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this does not imply that the metal should be splashed in recklessly 
with the probability of throwing out the setting of the jig. 

Finishing the Bearing. Allow the metal to cool for a period of 
30 minutes and then remove the jig by pulling it out of the hole with 
a screwing motion. If care has been taken in placing the clay, the 
babbitt bearing will be held firmly in the bearing container. If the 
bearing is too tight for the crankshaft, it may be scraped to a proper 
fit as described in the next section. 

When babbitt bronzes are to be relined, it is also necessary that 
tliere be a core to fit within the bronze, this core to be the size of the 
piece upon which the bearing operates. 

Of course it is necessary, after the pouring has been done, to chip 

oflF the excess babbitt on the upper and lower surfaces of the bearing, 

smoothing down these edges after the bigger portion has been chiseled 

oflF by the use of a coarse file. The final polishing may be done with a 

fine file. 

BEARING SCRAPING 

To the amateur repair man, scraping bearings looks like a tre- 
mendous task. But if the proper facilities are at hand, it is a com- 
paratively easy matter for a man with some shop experience. 

Dismounting the Motor. In order to properly scrape both the 
connecting rod and the crankshaft bearings, the crankshaft must be 
removed. There is a method of scraping the crankshaft, or main, 
bearings without removing the crankshaft, but this operation is too 
diflScult for the average repair man. The first step, of course, is to 
get the crankshaft out of the motor. This is done by first removing 
the motor from the frame, after it has been drained of all oil and water, 
and setting it on a motor stand, or on the bench if a stand is not avail- 
able. The flywheel is now taken off, and then the cylinders. All that 
remains on the bench or stand is part of the crankcase with the 
crankshaft, connecting rods, and pistons. In most cases the removal 
of the pistons is necessary. By dropping the lower half of the crank- 
case, the crankshaft and connecting rods may be removed. This 
assembly should be placed on the bench and the connecting rods 
removed. Of course if the rods may be removed while in the motor, 
as is sometimes the case, it is advisable to do so. 

Holding Crankshaft. A means of holding the shaft upright on 
the bench must be devised. Usually on the end of the shaft, there is 
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a flange with a number of holes drilled through. Place the Sange end 
of the shaft on the bench, as shown in Fig. 12, and mark on the bench 
with chalk the places under the holes. Drill holes through the bench 
where the chalk marks appear, and bolt the shaft to the bench, using 
as many bolts as you have holes. The bolts should be long enough to 
run through the bench and have 1 inch left over, 

Qeaning and Fitting Connecting-Rod Bearings. With the 
crankshaft in the position shown in Fig. 12, clean the shaft thoroughly 
with gasoline. Emery cloth should be used to 
rub down any cuts which appear. 

Cleaning Parts. Immerse the connecting- 
rod parts in gasoline, and then rub them dry. 
The connecting rods, like the cylinders, are 
numbered from the front to the back of the 
motor, and in working with them, never put 
a rod in any but its proper position; that is, 
rod No. 1 should always be fitted to wrist 
No. 1. The connecting rods are now ready 
for an initial fitting. 

Putting Lampblack on the Crankshaft. 
The connecting-rod wrists on the crankshaft 
having been cleaned and polished thoroughly 
with emery, the wrist corresponding to the rod 
to be fitted is blackened with lampblack. Let 
us say that rod No. 1 is to be fitted. A httle 
lampblack mixed with oil is rubbed on the 
wrist with the finger. Connecting rod No. 1 is in'verti«ii™S^ti9?(or 
then placed in position and tightened. In 

doing this, care should be taken that the nuts are tightened as they 
should be. Many repair men make the mistake of assuming that the 
nuts may be drawn up in any order whatever. This is wrong. Ilrst 
righten one nut a little, then the opposite one a Uttle, then a third 
and the one opposite about the same amount. Now go back to the 
first and go over the nuts in the same order. This should be con- 
tinued until all the nuts are tight and the bolts drawn up as much as 
possible without springing them. The bolts are very easily stretched 
and, therefore, care should be taken that they are not tightened 
excessively. 
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Cvtting-Jn Bearing. When all the bolts have been drawn up, 
turn the rod around in one direction for awhile, then run it back and 
forth for a few minutes, and then all the way around again. The 
entire operation of cutting-in the bearing, as it is called, should last 
about 8 minutes. Then take off the connecting rod. The connect- 
ing-rod bearing will be covered with little black spots, caused by the 
lampblack being embedded in the soft metal of the bearing. A piece of 
clean emery clothshouldbe used torubthe surfaces of the bearing. The 
rubbing should be continued until the surfaces are as clean as possible. 
Filing Shims. If no black spots appear it is evident that the 
bearing was not touching the crankshaft at any point. If it is noticed 
that the rod does not fit snugly when the initial fitting is given, then 
the shims should first be filed. These are the thin pieces of metal 
which rest between the two halves of 
the connecting-rod bearing and regu- 
late the tightness of the bearing. A 
filing block of .wood should be made 
as shown in Fig. 13. The block should 
be gouged on its surface in two places 
so that the resulting shapes resemble 
those of the shims. They need not fit 
Fi«. 13, sumB Mount*! (or Piiins perfectly, but the indentations must 
be of the same depth and still too deep to prevent filing the surface of 
the shim. The shims, when placed in these grooves, are ready for filing. 
Both shims should be filed at the same time. The block should be 
placed in the bench vise or in a metal vise. Then a fine mill file should 
he run over the surface of the shims by holding the file as previously 
instructed. Do not file much, the object of filing being to bring the 
two halves of the bearing halves closer together so as to touch the 
shaft. It will be seen tfom this that considerable accuracy is neces- 
sary in filing shims. The shims should be perfectly level. 

Scraping Process. With the shims filed, place them in position 
and give the bearing another fitting. Remember the filing was done 
to bring the bearing together. When it is properly closed, the rod 
should fit tight enough to require some effort to push it around. 
Taking for granted that the bearing has been given a fitting and that 
it has been found to contain a number of black spots, as shown in 
Fig. 14, the scraping will be begun. For this operation a bearing 
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scraper, Fig. 15, is used. This may be procured at any supply store. 
The scraper is held as showMn Fig. 14. However, one who is accus- 
tomed to scraping may be able to handle the instrument better in 
another position. One very 
important point must be 
borne in mind and that is 
that the word scraping does 
not mean — as it usually 
does — scratching; scratching 
is detrimental to the bearing. 
By scraping is meant cutting 
from the surface of the bear- 
ing a very thin shaving of 
metal and at the same time 
leaving the surface of the 
bearing smooth. 

The real object of scrap- 
ing is to get the bearing to 
touch the crankshaft at every 
point. A bearing may be said to be a good one if every -^ inch of the 
surface touches the crankshaft. It will be supposed that the bearing 
needs scraping. It does not show little black spots every ^ inch. 
Instead there are groups of spots, at each end as at a and b, Fig. 14, 
while in the center portion c there are no spots, which means that at 
this point the bearing is not touching the shaft at all. The object of the 
scraping is to make the center portion as well as the two ends touch. 

The little black spots are scraped off one at a time or nearly so, 
using short clean strokes with the scraper and taking care not to 
roughen the surface of the bearing. The scraper should be moved 




Fig. 14. Inside of Bearing Showing Spots Which 

Need Scraping 



>^^, 



Fig. 15. Type of Bearing Scraper 




sideways and at the same time a little forward. One hand is necessary 
to manipulate the scraper and the other to guide the tool. 

After all the black spots have been removed, the bearing is thor- 
oughly cleaned with a cloth. The wrist of the .crankshaft is again 
blackened with lampblack and the rod given another fitting. If at 
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this fitting the rod is loose, due to the bearing having been scraped too 
much, the shims should be filed a little. After the rod has been 
turned on the crankshaft for about 5 minutes, it should be removed 
and the bearing agam exammed. 

Little black spots will again be seen, but this time they will be 
more evenly distributed if the bearing was properly scraped before. 
If the entire surface of the bearing contains black spots about ^ inch 
apart, then the bearing is in good condition. But this holds true only 
if the rod holds snugly on the shaft. If the black spots are again 
grouped as shown at a, 6, and c, then the individual spot scraping is 
repeated until the rod gives a snug fit and at the same time has the 

bearing touching uniformly. 
Bearing Scrapers from 
Old Files. Old files, when 
properly worked into shape 
and tempered, make excellent 
bearing scrapers. There are 
several advantages in favor 
of the use of a homemade 
scraper; first of all it is possible 
to make a scraper that will be 
more adaptable to the hands 
of the workman than the 
standard type. 

In Fig. 16 is shown some of the types of scrapers best made from 
old files. The way to go about making a scraper is to select an old file 
resembling the type of scraper desired. Heat the file to a light-red 
heat and forge with a hammer, or bend in a vise as required. 

When this is done, allow the file to cool slowly in the ashes at the 
side of the forge. Whtn cool, it will be much softer than in its original 
state and most probably will be soft enough to be filed readily into the 
exact shape desired. If too hard to file conveniently, an emery wheel 
may be brought into service to shape the tool. 

When the proper shape has been obtained, the next operation is to 
temper the tool. This is done by heating it again to a light red, then 
immersing the scraper portion in cold water and moving it about for a 
few seconds until it has entirely lost its red color. It should now be 
withdrawn and its bright surfaces quickly sandpapered so that the 
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changes of color can be noticed; then when a light yellow or straw color 
appears, the whole tool should be immersed in water, moved about 
therein for a few minutes, and then left there until cold. 

The last step in the manufacture of the homemade scraper is to 
grind the surfaces of the tool so as to get smooth sharp-cutting edges. 
The sharp-edge scraper will of course have its three cutting edges 
formed by hollow-grinding the surfaces so that about ^ inch of the 
original flat surface remains on either side of the edge. These surfaces 
remain flat and afterward are smoothed up on an oil stone. 

SOLDERING 

General Instructions. It is quite necessary to make use of 
solder on various parts of the automobile, such as the radiator, the 
tanks, and the lamps, in spite of the fact that when subjected to stress 
or vibration such procedure is not considered best. Certain prin- 
ciples must be kept in mind if permanent work is to be accomplished. 
Cleanliness is a watchword; the surfaces to be joined must be clean, 
and this cannot be carried too far. Chemically, the metal must be 
clean as well as free from any oxide. The use of sandpaper or a file 
to clean and brighten the surfaces is recommended, and this work 
should be done immediately before the soldering process is begun. It 
is well to bear in mind that the surfaces of the metal as well as the 
solder must be hot if a permanent job is to be done. The solder must 
flow freely, otherwise it will not enter the pores of the metals. Always 
keep the soldering iron well tinned. Never let it get red hot. 

Soldering Flux. The ordinary flux is made by placing zinc clip- 
pings in strong hydrochloric acid until no more will dissolve. Some 
special preparations which are noncorrosive give very good results 
in soldering. Work soldered with the zinc-hydrochloride as a flux 
should be thoroughly washed afterwards. A list of the more usual 
fluxes for the different metals is as follows: 

FLUXES FOR SOLDERING 

Iron or steel Borax or sal ammoniac 

Tinner iron Resin or chloride of zinc 

CJopper to iron Resin 

Iron to zinc Chloride of zinc 

Galvanized iron Mutton tallow or resin 

Copper or brass Sal ammoniac or chloride of zinc 

Lead Mutton tallow 
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Light Work. Light work in wire, sheet, and tubes of copper, 
brass, or iron can be soldered with an ordinary soldering iron, or in a 
Bunsen flame. The essentials are thorough cleanliness from grease 
and oxide of the parts and the iron itself, a suitable flux, a good 
quality of solder, and the iron brought to the right temperature. 

Heavy Work. To solder a large tank or radiator, the water 
should be run out, the place to be soldered should be well prepared, 
and & large copper soldering iron — 
sometimes called a "bit". — should 
be used, preferably one which is 
automatically heated by a blow 
lamp. Such a repair is not easy to 
make, owing to the large cooling 
surface of the metal. The tank or 
radiator may have to be taken off 
the car in order to make the repair 
conveniently. A soldered joint, of 
course, will not resist much strain 
or vibration, and in some cases it is 

Fig. 17, Solderiuc Icon Heatinc Stove ■ ■ i i r i • i 

CmirtMB 0/ cmtrai EiMtic Cmpanv. advisable to reinfoFce the repair by 
«o*ro. m™ riveting. A brazed joint is much 

stronger, but brazing is a much more difficult process and should be 
done only by a skilled operator. 

Position of Work. Soldering requires time and judgment. 
Sufficient time must be given for the heat to flow from the copper to 
the work. Seams should be held horizontally to prevent the solder 
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from running away from the seam. The area of the joint being 
soldered must be large, as the elastic limit of solder is much below its 
tensile strength. Be sure that the soldered joint is not subjected to 
bending or other stresses that will localize the strain on the solder. 
Use of Blow Torch. If two pieces of considerable thickness are 
to be soldered,, the work cannot be done successfully with a soldering 
iron, as the metal absorbs the heat faster than the iron can supply it; 
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consequently, repairs of this kind are usually accomplished by the use 
of a blow torch. First the ends of the two pieces to be soldered are 
tinned — covered with solder separately. Then the two surfaces are 
put together and the blow torch applied, melting the solder and form- 
ing a perfect union. Another method sometimes used is known as 
sweating, in which the two pieces of metal to be joined are first heated 
by a blow torch in order that the heat from the actual process of sol- 
dering will not be so largely consumed by the metal itself. The more 
tin there is in solder the stronger it is, but it is harder to melt than that 
in which lead is the predominating element. 

Special Stoves and Irons. Special stoves for heating soldering 
irons are made and vary in construction. Fig. 17 shows one of the 
most common forms of soldering-iron heating stoves. Some shops 
make use of an electric iron for soldering, wherein the temperature of 
the iron is uniform. Such a topi is shown in Fig. 18. 

FITTING PISTON RINGS 

Importance of Piston Rings. Notwithstanding the fact that 
the fitting of piston rings requires much accuracy, the average repair 
man is satisfied if the rings 
merely fit into the guides in 
the piston. If every repair man 
would only stop and think, he 
would realize that a great deal 
depends upon the condition of 
the piston rings and that con- 
siderable care should be exer- 
cised in fitting them to the 
piston. 

Fitting Ring in Groove. 
The first move in fitting rings 
is to get the grooves or guides 
of the piston thoroughly clean. This should be done by immersing 
the piston in gasoline and spraying it thoroughly to remove the least 
particle of dirt. Much time may be saved by trying the rings in the 
various grooves to see which ring most nearly fits a given groove. 

In Fig. 19 is shown how the ring should be started in the groove, 
and the arrows show the direction in which the ring should be moved. 




Fig. 19. 



starting Piston Ring in Groove 
t6 Test the Fit 
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The eDtire circumference of the ring should be rolled around the 
groove. Of course, if the ring will not fit into the groove, try another 
groove. The reason the back end of the ring is fitted first instead of 
the inner is because the latter fitting would require that the nug be 
put in its usual position around the piston. Slipping the rings over 
the piston head is not easy in itself and would be difficult were the 
rings not of the proper size. 

Testing and Correcting Length of Ring. The ring should next 
be inserted into the cylinder to determine whether the ends are the 
proper distance afKirt. The distance between the ring ends, when 
the ring is in the cylinder, varies 
with the different designs. An 
electric lamp dropped into the 
cylinder, while theringisin, will 
show immediately whether the 
ends of the ring are touching. 
If they do touch, they should be 
filed slightly, as shown in Fig. 20. 
The ring should be placed in & 
vise with one end protruding 
about an inch. A httle of the 
ring is left sticking out so that it 
will not sway when filing is being 
done. The file — a very fine mill 
Pit. 20. Filing Puton Riag to Give file — 13 placed between the ends 

roper paaac ^^ ^^ skctch shoWS, with the 

left hand pressing the long end of the ring hghtly against the file. 
TTie operation should continue for a short time only, about twelve 
strokes of the file being sufficient. The ring should be put back in 
the cylinder and the distance between the ends measured with a thick- 
ness gage, or as it is called by factory men, a feeler. Fifteen- 
thousandths is a good distance to allow if the factory measurements 
cannot be obtained. 

tailing In the Ring. The next step is to make the ring fit its 
groove properly. Lapping is the term applied to the operation of 
grinding the ring down so that it fits. A level steel surface is used, 
upon which is sprinkled enough very fine emery dust to cover it. 
Enough water is added to make a pasty mass. The ring is then 
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placed on the steel plate and a block of wood about 6 by 6 Inches placed 
on top of the ring; by exerting a slight pressure on the block and apply- 
ing a rotary motion, the ring is moved about over the emery. 

If the ring will not stay under the wood block, cut a Uttle notch 
in the block to hold the ring 
still. After grinding for a few 
strokes on one side, the ring 
should be turned over and an 
equal amount of grinding done 
on the other side. The entire 
operation should not last 
longer than one or two min- 
utes. After lapping, the ring 
should be immersed in clean 
gasoUne and fitted to the 

groove which it most nearly ^''^•^^' P»itti°« Piston Ring on Piaton End • 

fitted before. If every part of the circmnference of the ring fits every 
part of the groove, then the lapping is complete and the ring may 
be tagged to designate its location. The figures 1-1 on a tag usually 
represents the first cylinder 
ring No. 1, this ring being the 
one nearest the top of the pis- 
ton. If one part of the ring 
fits and another does not, the 
place that is too tight will 
show up when the ring is 
dipped in gasoUne and then 
rubbed with a cloth. The 
high spot will be more shiny 
than the rest. Lay the ring 
perfectly flat and with a fine 
file take a little off from both 
sides of the ring. Only a little should be taken off at a time, and the 
ring should be tried after each filing. 

Replacing the Rings. When all the rings have been filed in this 
way, the next step is to place them in their respective grooves, making 
them occupy their proper position when in use. In Fig. 21 is shown a 
method for doing this. Ring No. 4 should first be placed in position. 




Fig. 22. Using Metal Strips in Properly Placing 

Piston Rings 
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For this operation, three pieces of saw blade with the teeth ground off 
are used. Hold one blade against the piston with the left hand and 
with the right hand bring one end of the ring in contact with the 
blade. Get the blade about i inch from the end of the ring, so that 
the blade can be held in place by pressure against the ring. Then slip 
the ring over the piston top. There is a space on either side of the 
blade through which the other blades may be inserted. Push the 
blades around until they appear as shown in Fig. 22. By sliding the 
ring on the three blades, it may be placed easily in its groove. With 
the lapped ring in its groove, the ring must fit so that it may be turned 
around easily. No up and down play must exist. 

Miscellaneous Adjustments of Rings. There are several things 
to be looked for to determine whether the piston rings are functioning 
as they should. If gas has been working its way past the rings or if 
the rings have not been fitting the cylinder walls properly, points 
where the gas passed will be evidenced by burned, browned, or rough- 
ened portions of the polished surface of the piston and* rings. Points 
where this discoloration is noted will more often be at the thin end of 
an eccentric ring, the discoloration being apparent about i to f inch 
each side of the slot. Possibly the rings were not true when put in. 

It is well to bear in mind that before replacing pistons in the 
cylinders one should make sure that the slots in the piston rings are 
spaced equidistant on the piston. If pins are used to keep the rings 
from turning, one should be careful to make sure that these pins fit' 
into their holes in the rings and that they are not under the rings at 
any point. Putting pistons in cylinders really requires the use of two 
pairs of hands. The manipulation of pistons is discussed in Gasoline 
Automobiles, Part I. 

Fitting New Rings. Fitting new rings will not prove of advan- 
tage unless the cylinders are in good condition. Before making a new 
ring installation, make sure that the cylinders are not out of round, 
warped, or scored. If found to be so, they should be reground and 
oversize pistons and piston rings installed. Piston rings must have 
a uniform wall pressure of sufiicient strength to maintain a bearing 
against the cylinder walls during every revolution of the engine. 
Piston rings that will assume the shape of the worn or warped cylinder 
do not have the necessary wall pressure and will collapse under the 
force of expansion. 
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USB OF MICROMETERS 

Principle of Operation. In case measurements are required 
to be more accurate than can be obtained with the ordinary calipering 
devices, the micrometer caliper, as shown in Fig. 23. is used. The 
accuracy of its measurements is determined, not by direct setting to 
two lines, but by finely dividing the pitch of the measuring screw and 
furnishing means for reading these subdivisions. It is a registering as 
well as an indicating calii>eT, and thus serves the purpose of a common 
caliper in combination with a rule, but with a much greater degree of 
accuracy. 

Essentially, the micrometer caliper consbts of a crescent-shaped 
frame carrying a hardened steel anvil B at one end and a nut of fine 
pitch at the other, the axis of the nut being at right angles to the face 



of the anvil. The outside of the nut A forms a projection beyond 
the crescent that is called the barrel. The measuring screw consists 
of a finely pitched screw to fit the nut, combined with a measuring 
point C, having a face parallel with that of the anvil. To the outer 
end of this screw is firmly attached a thimble D, which fite closely over 
the barrel. The edge of this thimble b beveled at ^ so that gradua- 
tions placed on the edge come very close to the barrel. A reference 
line is drawn on the barrel, parallel to its axb and graduated to repre- 
sent the pitch of the screw. The chamfered edge of the thimble is so 
divided that the movement of one division past the reference hne on 
the barrel of the instrument indicates a movement of the measuring 
point of .001 inch. To illustrate: if the pitch of the measuring 
screw is .01 inch, there should be ten divisions on the thimble; if .02 
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inch, twenty divisions; if .04 inch, forty divisions. Most measuring 
screws have a pitch of .025 inch and these are the type usually used, 
every fourth dimension on the barrel being lengthened and num- 
bered to indicate tenths of an inch. 

How to Use Micrometer. When using the micrometer caliper, 
it should not be set to the size desired and pushed over the work, but 
should first be opened, then screwed down until the measuring point C 
and the anvil B are in contact with the work. The size may then be 
read by taking the number of scale divisions on the barrel and adding 
the value of the parts on the thimble corresponding to the reference 
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Fig. 24. Inside Micrometers 
Courtesy of L. S. Starrett Company, Athol, Massachtuetta 

line on the barrel. The proper degree of pressure to be applied to 
the screw is acquired only after extended practice, and some manufac- 
turers place a friction device on the thimble, as shown at the extreme 
right of Fig. 23, so that undue pressure cannot be exerted. 

Value of Micrometer. The value of the micrometer caliper can- 
not be impressed too strongly upon the user. Not only does it show 
when work is too large or too small, but it gives the exact amount of 
variance in desired measurements. It is a distinct improvement over 
the caliper and enables the user to work with accuracy. The 1-inch 
size is the most common, but micrometers may be obtained in all sizes 
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up to 20 inches. Using the micrometer for inside measurements is 
not the usual application, but it is easy to arrange and makes a very 
simple instrument, as shown in Fig. 24. The ordinary micrometer 
head is used, except that the outer end of the thimble carries a contact 
point, attached to a measuring rod which may be of any length. The 
shortest distance that can be measured with this device is about 2 
inches, but there is hardly any limit to length, since the rigidity of 
the rod is easily accounted for. It is evident that such rigidity is 
harder to obtain in the curved shape necessary for outside measure- 
ment, which fixes the outside limit of this form to about 20 inches. 
Reading the Micrometer. All readings are in thousandths. 
The usual micrometer has forty threads to the inch and the thimble 
has twenty-five divisions on its circumference. The barrel is divided 
to correspond to the pitch of the screw with each fourth division 
numbered. In reading, first note the highest numeral visible on the 
barrel and express it as so many hundred thousandths; then read the 
short divisions on the barrel, calling the first division twenty-five 
thousandths, or .025; the second, fifty thousandths, or .050; and the 
third, seventy-five thousandths, or .075. Now read the number indi- 
cated on the thimble, that is, the number that has passed the line 
running lengthwise. Add this reading to the readings of the short 
divisions. The result of adding the highest numeral visible on the 
barrel, which is expressed in hundred thousandths, the short divisions 
on the barrel and the number indicated on the thimble, give the dis- 
tance from the anvil to the measuring point. If the micrometer 
caliper is a good one, we may be sure the distance does not exceed or 
fall short of the figures given by .001 inch. 

LAPPINQ CYLINDERS 

Worn Cylinders. Where a cylinder of an automobile engine has 
become worn slightly out of shape or where the rings do not bear 
equally on the surface of the cylinder wall, the defect may be remedied 
entirely or to a great extent, depending on the magnitude of the defect, 
by lapping the cylinder wall. This measure will not cure the cylinder 
which has become scored but applies only to one which has been worn 
a very few thousandths of an inch out of round. 

Lapping by Hand. The job can be done satisfactorily only by 
using an old piston of the same bore as the cylinder which is being 
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worked u[X)d. If one does not have a drill press, the hand operation, 
which will ^ve a very satisfactory job, should be done as follows: 
Support the cylinder in its inverted position on the work bench. 
Inasmuch as practically all motors of present-day construction are of 
the block cast type, this heavy casting should be well supported in an 
upright position in order that the lapping may be done conveniently. 
Cleating Down the Coating. Probably the best and easiest way to 
support the casting is by cleating it to the bench, as shown in Fig. 25. 
If the motor is a four- or six-cylinder block-cast type, use three sets 
of cleats on each side, 
rhese consist of a block 
of wood laid against the 
side of the cylinder block 
and clamped in place by 
wood pieces mitered off 
ata45-degree angle, the 
mitered edge of one end 
nailed to the block and 
the mitered edge of the 
other end nailed to the 
work bench. This cleat- 
ing will support the block 
substantially. 

Proper Fit for Piston. 
Before proceeding with 

Fia. 25. Cleating CmUdc to Beach ^.L i j. j 

* »• ". ^[jg work, one must de- 

termine that the old piston which is to be used is a proper fit in the 
cylinder to he lapped. It must be such a tight fit as to require con- 
siderable pressure to move it up and down. On the other hand, a 
loose fit will mean uneven grinding and a great deal more work to 
obtain the proper lapped surface. 

The piston should have a connecting rod fitted into it, or better 
still, a rod of such a length that it will protrude about 1 8 inches above 
the top of the piston. If one contemplates an extensive business in 
cylinder lapping by the hand method, it would be well to fit up a num- 
ber of standard size pistons with rods such as just described. The 
connecting rod itself, however, will serve the purpose if the jobs are 
so few that they do not merit the special tools. 
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Emery Paste. With the cylinders blocked up on the work bencn 
and a suitable piston at hand, one is ready for the kpping operation. 
There are several pastes on the market made up of fine emery and an 
oil body which are excellent for lapping work. However, one can 
make the necessary material himself with very fine emery dust, 
ordinary motor oil, and a bit of graphite worked into the paste. This 
compound should be made up to the consistency of library paste and 
applied thoroughly to the walls of the cylinder to be lapped and to 
the surface of the piston to be used for the lapping. 

When applying the paste, watch the surface upon which it is being 
applied with great care, especially 
if the paste has been made up 
previously and allowed to stand 
around the shop for some time. It 
is very easy for metal chips and 
filings to be dropped into the 
paste, and if these get into the 
cylinders when the lapping 
operation is under way, they are 
liable to scratch, or score, the 
surface. 

Grinding Process. Lower the 
piston into the cylinder and pro- 
ceed with the lapping. In per- 
forming this, lower and raise the 
piston, at the same time main- 
taining a circular motion, thus pj, jg Cyltodet Mounted on OrUl !>«■ B«d 
turning the piston around so that " **"" " 

all surfaces of the piston will be brought to bear upon all parts of 
the cyhnder. 

This operation should be continued for a period of from 15 to 30 
minutes, depending upon the condition of the cylinder interior. It 
wiii not remove scratches and scores and will not iron out a warped 
or egg-shaped cylinder, but it will dress down the small humps and 
impart a very smooth glass-Uke finish to the cylinder walls. 

Lapping by Drill Press. If the repair shop is equipped with a 
fair size drill press, lapping can be performed quickly on this machine. 
It is especially easy when one has to deal with separate cast cylinders 
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inasmuch as these can be clamped into the drill-press bed without need 
of special supports, Fig. 26. However, if the job is a block-cylinder 
casting, one must provide some means of support outside of the drill- 
press bed and inasmuch as it is a matter of blocking from the floor, it 
is for the ingenuity of the repair man to devise the best method. 

Piston Rod. In drill-press lapping of cylinders it is, of course, 
necessary that a rod be used to take the place of the connecting rod, 
this rod to fasten to the wrist pin at one end and be so shaped as to 
lock into the chuck of the drill press at the other end. 

It is well to cut a block of wood which when dropped into the 
inverted cylinder will come up to the line which marks the top of 
the piston stroke. To lap the cylinder, the old piston is coated with the 
lapping paste as previously described and let down into the cylinder. 
The drill press must be turned at its lowest possible speed. When the 
lapping is going on, the drill-press arm should be let up and down so 
that the position of the piston is constantly changing within the cylin- 
der. Of com^e lapping by this method can be accomplished in about 
haljf the time required by the hand method. 

Cleaning after Qrinding. At the completion of hand or machine 
lapping, the cylinder interior should be thoroughly washed out with 
gasoline and the surface polished with a soft cloth. It is imperative 
that all emery be removed from the cylinder as it would undoubtedly 
injure the bearings or some other part of the motor, after the motor has 
been assembled and run. 

DRILLING 

Types of Drills. There are two kinds of drills which are found in 
modem repair shops, the tioist drill and the flat drill. The former is 
the one which is used in practically every kind of work, although the 
flat drill has as its function the performance of certain operations 
which the twist drill will not handle at all. 

Flat Drills. The flat drill. Fig. 27, is the simplest and, inciden- 
tally, the oldest type; until the invention of the twist drill, the flat 
drill was used for all drilling work. It is made from a piece of round 
stock, on the end of which are forged thin lips which are ground with 
three cutting edges, the edges being on the V-shaped end of the tool. 
For the performance of accurate work the flat drill is a poor tool, its 
field being in rough drilling of extremely hard metals. As a deep 
hole drill it is useless because it does not free itself of chips. For 

144 



SHOP INFORMATION 31 

drilling out a cored hole in an iron or steel casting preparatory to 
boring, the flat drill is superior to the twist drill, inasmuch as this 
work is very injurious to the twist drill because of scale and sand which 
is bound to be within the core. 




Fie. 27. Blsdumitlu' list DriUs 

Timst Drilla. In small drill sizes, the twist drills come in straight 
shanks, Fig. 28, while in the larger sizes, taper shanks. Fig. 29, are 
most generally used. The shank is the part of the drill which fits into 
the holding device whether it be the chuck of a drill press or a bit. 



As will be seen from the illustrations, a twist drill is fluted or 
grooved in spirals which follow the direction of rotation of the drill. 
These flutes serve to carry the chips from the cutting edges which, as 
is the case with the flat drill, are on the V-shaped end of the tool; the 



flutes also act as a channel through which lubricant may be directed to 
the cutting edges. For small drills the blanks are usually made from 
steel wire and for large drills from round steel stock. The flutes are 
milled into the tool. 
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Qrlnding Drills. Great care must be exercised in grinding the 

twist drill. The angle of lip clearance — ^the lips being the cutting 

edges — should be greater at the center than at the outside of the lips. 

This is to permit the part of the drill which first touches the metal to 

be drilled to bite in. The usually accepted angle is about 12 degrees, 

as shown in Fig. 30. If the 

diflerence in the angle on the 

lips is too great, the drill bites 

too quickly, which may result 

in tearing off or chipping the 

cutting edges. If,ontheother 

hand, the angle is too small, 

Fu. 30. Ciittir* Ed«B ckar»a« t^g put is slow, and the drill 

will consequently heat excessively. Although there are a number 

of drill grinders on the market which do satisfactory work, the use of 

drills in a motor-car repair shop is seldom sufficient to warrant the 

purchase of one. After a little experience with drilling, one can 

determine the angles which give the best results by the "feel" of the 

drill and the dull drills can be ground accordingly. 

Sizes of Drills. The taper-shank drill is made in six ^zes and 
the shank has the Morse taper. The exact taper and the limiting 
sizes for which each drill is generally used are given in Table I. 

These taper-shank drills are carried as regular stock in all sizes 
by64thsfrom J to 2^ inches and by 16thsfromthatsizeupto3 inches. 
If one needs a drill larger than 3 inches, which would singly be a rare 
occasion in garage work, that drill would have to be made to order. 
The wire gage sizes run by number rather than by dimensions, 
ranging from No. SO, the smallest twist drill made, up to No. 1. 
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TABLE II 
S.A.E. Standard Taps and Drills 



Sizes of Taps 


Si£BS or 
Dbili« 


i inchX28 threads 


A inch 

Hinch 

Hinch 

} inch 

A inch 

i inch 

A inch 

if inch 

a inch 

M inch 

fl inch 

lA inch 

1 A inch 
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Iff inch 


A inchX24 threads 


1 inchX24 threads 


A inch X20 threads 


h inch X 20 threads 


Ts inch X 18 threads 


i inchX 18 threads 


H inch X 16 threads 


X inch X 16 threads 


1 inch X 14 threads 


1 inch X 14 threads 


li inch X 12 threads 


li inchXl2 threads 


li inchX 12 threads 


1^ inchX 12 threads 





The above tap drills allow a thread within A inch of full thread. 

Speed of Drills. The speed at which drills are driven has an 
important bearing on, their wearing quality. Of course small drills can 
revolve faster than large drills. The proper feeds for drills — ^which 
means the speed of cutting as regards depth — varies with the kind 
of metals which are being cut. A very small drill can cut .02 inch 
per revolution in cast iron; a large one can cut no more than .005 inch. 

Lubrication. For cutting malleable iron or steel the drill must 
be continually flooded with oil, while in cast-iron, aluminum, and brass 
drilling, the cutting is performed dry. 

TAPPING 

Standard Threads. Tapping is that process of cutting on the 
walls of a drilled hole a series of threads into which a screw is to be 





Fig. 32. Section of United States ^ 
Standard Thread 



Fig. 31. Section of V-Thread 

fitted. In practically every instance in motor-car practice, the 
standard taps and drills specified by the Society of Automobile 
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TABLE III 
Drill Sizes for Standard Threads 
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The above sizes give an allowance above the bottom of the thread on sizes 
Ji to 2, respectively, varying as follows: f or V-threads, .010 inch to .055 inch; 
for U.S.S. and Whitworth threads, .005 to .027 inch. 

These are found by adding to the size at the bottom of the thread one- 
quarter of the pitch for V-threads and one-eighth of the pitch for U.S.S. and 
Whitworth, the pitch being equal to 1 inch divided by the number of threads 
per inch. 

In practice it is better to use a larger drill if the exact size called for cannot 
be had. 

Engineers, Table II, will be used. Drill sizes of U.S.S., V-Standard, 
and Whitworth threads are given in Table III. 

The V-thread is shown in Fig. 31. The U.S.S. thread. Fig. 32, 
is the same as the V-type except that the tops are cut off and the roots, 
or bottoms, of the threads are filled in. It is more cheaply produced 
than the V-thread and does not cut so deeply into the stock, leaving a 
stronger root. In the Whitworth, or English Standard threads, the 
tops of the threads are rounded off and the roots are concave. In the 
S.A.E. Standard thread the U.S.S. principle of construction is used. 

Taps. The tools used to cut internal threads is known as a tap, 
external threads being cut with a die. There are hand taps and 
machine taps. The difference is principally in the shank. Hand taps 
have round shanks which are milled square on the end to receive the 
tap wrench. Three types of taps, called the taper, plug, and bottom- 
ing taps. Fig. 33, generally constitute a set. 
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Taper Tap. The taper tap has straight sides on the point end 
for a distance of one-fourth the diameter of the tap. The teeth at the 
shank end are parallel for a length equal to the diameter of the tap. 



Rf. 33. Typ« o( Hand Taps: Le(t— Taper Tap; Center— PI'ig 

Tap; Ricbt— Bottominc Tap 

Cotniat of WiUu ic RunOl Mana/actariati Company, 

Qntnfitid, MattaclaatUt 

The teeth between these parallel teeth and the straight sides are 
tapered. This gives a graduated cutting depth for the teeth, the front 
teeth cutting less stock than the back. This tap is best suited for 
starting a thread, but 
unless the hole goes 
entirely through the 
piece that is being 
tapped there will, of 
course, be a space in 

the bottom of the hole *^ 34. WUey * Ru«.U Pipe Tap 

equal to one-fourth the diameter of the hole which will not be threaded. 
Plug Tap. The plug tap is most commonly used. It has three 
teeth on the end, tapered off so that while useful to start the thread, 
they will bottom a hole sufficiently to take a bolt with a tapered or 
round end. 
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Bottoming Tap. The bottoming tap is useful to finish out the 
thread started by a taper tap when the hole does not go entirely 
through the piece. 

There is frequent use in garages for pipe-plug taps, Fig. 34. As 
will be seen, they are more stocky than bottoming taps, and, of course. 




^. 3S. Thnading Die Hoklet 

have a taper throughout the surface of the cutting area to take care of 
the taper threads required by a pipe plug. 

Tapping Process. It must be remembered in using taps that, 
because of the nature of the work they are called upon to do, they are 
tempered hard and the cutting edges are very brittle; they must, 
therefore, be handled with great care. In hand tapping the process 



Ji End Taper 

simply cannot be rushed; the tap must be turned slowly forward 
about half a turn and then back, advandng the wrench a little each 
time with an even stroke. As previously mentioned, a wrench must 
be used which fits over the square end. The pressure of both hands 
operating the opposite handles of the wrench must be even. 

Dies. There are two kinds of dies. One is the split type which 
requires several settings before the thread is completed and the other 
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which completes the work in one operation. The first kind is shown 
in Fig. 35, the assembly consisting of a stock or wrench in which the 
cutting die is held. These dies, for a specified size, may be opened up 
until the cutting edges will slide over the work and then, when fully 
closed, will give the completed thread of the correct dimension. 

Dies which complete the thread in one operation are made adjust- 
able for wear. They are made up in a solid round piece with one side 
cut away with a slot, as shown in Fig. 36, so that wear may be taken 
up by means of a taper-set screw. 

Oil should always be used in abundance on taps or dies. When 
one is threading steel or malleable iron, it is well to turn the die back 
after every three or four turns forward. 

In cutting threads with taps and dies in the lathe, the speed 
with which the tools may be operated is a very important considera- 
tion. Cast iron, brass, and aluminum can be threaded at a much 
higher speed than steel, but a tap or die must not be run as fast as a 
drill. A speed of 10 feet per minute in hard stock is a fair average. 

REAMINQ 

Function of Reamer. Reamers find their place in the production 
of round, straight, and smooth holes, uniform in diameter, as required 




Fig. 37. Solid Hand Reamer 

in the construction of accurate machinery, requirements which a drill 
cannot always be relied upon to meet. The reamer is a sizing tool 
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Hg. 38. Expanding Reamer and Arbor 

having two or more teeth either parallel or at an angle with each 
other, the latter forming what is known as a taper reamer. These 
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Fig. 39^ Diagram Showing Action 

ree-Lipped Reai 

Irregular Hole 



of Three-Lipped Reamer in 



teeth may be either straight or spiral, a spiral tooth producing a 
shearing cut and a straight tooth a square cut. 

The construction of reamers divides them into two general 
classes — solid, and adjustable, or expansion, types. A solid reamer. 

Fig. 37, has a shank and teeth made from 
a single piece of tool steel. All taper 
reamers come under the solid class. The 
expansion reamer is a built-up tool, the 
usual form consisting of a shank and head, 
with an expanding arbor passing down 
through the center. Fig. 38. As adjust- 
ment to compensate for wear only is 
attempted, the amount of expansion is 
small. 

Number of Teeth. Number, form, 
and spacing of teeth are important con- 
siderations. Reamers having fewer than five teeth are not to be 
used where an accurate cylindrical shape is desired. A reamer 
having three teeth cannot be depended upon to produce round 
holes, inasmuch as any irregularity in the hole being reamed aflects 
the cutting of the tool. For example, suppose a depression A, Fig. 
39, exists in the drilled hole; if tooth B comes to this point and drops 

in, the cutting of C and D is decreased, thus 
producing a hole that is not round. The 
same effect to a lesser degree is shown in 
Fig. 40. When the cut is relieved at A, 
the pressure of the cut C will crowd the 
tool toward E. Since the pressure of the 
cut at B and D balance each other, any 
decrease of the cut at C causes an increase 
at D, and B and C will overbalance D, 
the body of the reamer moving an appre- 
ciable distance toward E. With five or 
more teeth this effect practically disap- 
pears. The more cutting edges, the more smoothly will the reamer 
work. The construction of adjustable reamers does not admit of as 
many teeth as can be formed on a solid reamer, yet the advantage 
of adjustabiUty to a certain extent offsets this. 




Fig. 40. Diagram Showing Action 
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Where reamers have a number of teeth equally spaced, they do 
not produce so good results as those having an odd number of teeth. 
In the former, the teeth fall opposite each other, causing greater 
tendencies to vibration, and in the case of reaming irregular holes, 
the greatest cut will be carried on two opposite teeth. With an odd 
number of teeth the greatest cut must be carried on at least three 
teeth. Extensive use of reamers having an even number of teeth 
irregularly spaced is common. This gives practically the same effect 
as having an odd number of teeth. 

Clearances. Grinding of the clearance on top of the tooth is an 
important point in the construction of a reamer. The clearance 
should be sufficient properly to relieve the cutting edge, as shown in 
Fig. 41. If too great a clearance is given, the tooth will be weak and 
chatter in the work. As 
is frequently produced, 
the cleared surface is 
slightly concave, the 
amount depending upon 
the diameter of the emery 
wheel used in grinding it. 
As a plane surface is 
desirable, a wheel of 
large diameter which 
gives approximately such 
a surface should be em- 
ployed, or better still, the face of a cup emery wheel which gives a 
straight clearance. 

Clearance Angle, Clearance angle will depend largely on the 
distance the axis of the emery wheel is set back of the axis of the 
reamer. In no case must the wheel come in contact with the front 
face of the tooth being ground on the one next behind, and the guiding 
finger which steadies the reamer must always bear against the front 
face of the tooth being ground. When the diameter of the reamer is 
large and the pitch of the teeth so small that the necessary clearance 
cannot be given except by using too small an emery wheel, the wheel 
can be mounted on an axis at a considerable angle to the axis of the 
reamer. This produces a plane surface, but because of the wear of 
the emery wheel, it is not so satisfactory as the use of the cup wheel. 




Fig. 41. Diagrrjn Showins Method of Grinding 
Reamer for Clearanoe 
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The wheel must be so placed as to cut its entire width, otherwise it 
will be grooved and the cutting edges of the tooth rounded off. 

Characteristics of Hand Reamings. Reamers for hand use are 
made in two lengths, what is known as the short reamer being con- 
siderably shorter both in the flute and in the shank than the regular, 
or jobber's, reamer. The diameter of the point is about ^ inch under 
size, the tool tapering to exact diameter at about one-fourth of the 
length of the tooth from the point. The remainder of the teeth are 
ground nearly parallel, the diameter of the shank end being from .0005 
to .00075 inch small. This slight taper counteracts the tendency 
that all reamers have to ream a hole slightly over size at the top, 
which is due to the tool remaining longer in contact with the wall of 
the hole at the top than at the bottom. The limit of error allowed in 
their manufacture does not exceed .00025 inch. 

Kinds of Reamers. The spiral-fluied rearner always is cut with a 
left-hand spiral. It gives a smooth shearing cut and is especially 





Fig. 42. Reamer with Inserted Blades 
Courtety of Brown and Sharpe Manufacturing Company, Providence^ Rhode Idand 

valuable for machine reaming on centers as it does not tend to draw 
into the work and off from the center. They are also made in shell 
and taper form. 

K fluted chucking reamer with a taper shank is not unlike a hand 
reamer. The teeth are short and slightly tapered at the point, which 
facilitates starting when used against the dead center of a lathe. 

The three-flute chucking reamer has a long shank, and the fluted 
portion is ground cylindrically true and is especially adapted to the 
reaming of deep-cored holes. 

Those classes of adjustable-blade reamers in which each blade is 
set out independently. Fig. 42, should be reground after each adjust- 
ment, as it is almost- impossible to set the blades out equally. In 
using a reamer it should be turned continually forward. Never turn 
it backward for withdrawal, as this is Ukely to injure the tool. Oil 
should be used freely in reaming steel or wrought iron. Cast iron 
and brass are usually reamed dry. A small amount of oil, however, 
frequently improves the quality of work in these metals. 
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FITTINQ TAPER PINS 
Determining Amount of Taper. In order to set the slide rest 
of the lathe at the proper angle for boring or reaming any degree of 
taper, measure the diameter of the cdreular rest-seat, Fig. 43, and 



describe a circle of that diameter on a ilat surface, marking the center 
ofthecircleanddrawingaradialline^H,Fig.44; mark off on AH & 
distance AB equal to the diameter of the small end of the taper hole 
to be bored and draw the line AG at right angles to AB and of s 
length equal to the length of the tapwr to 
be bored. Draw GB parallel to AB and 
of a length equal to the diameter of the 
Urfe end of the taper. Connecting D 
an 1 B, the distance EF measured on the 
cii eumference of the drcle between the 
lir es will equal the amount that the rest 
m ust be swiveled to cut the desired taper. 
Reamers and Taper Pins Available. 
The Pratt & Whitney Company makes 
standard taper reamers with a taper of 
-^ inch per foot and diameters from \ inch 
up; also 4-inch length of flute up to 2 
inches in diameter; finally they make 
IS^inch length of flute, diameters advanc- 
ing by 16tha and 32nds. The Pratt & Whitney standard taper-pin 
reamers taper \ inch per foot and are made in fifteen sizes. 




g. 44. Diosrua for Detf 
Slide R«at Ssttinc to C 
Certaiti Tftpfir 
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Brown & Sharpe make eighteen sizes of tapirs ranging from 0.20 
inch to 3 inches in diameter at the small end; taper 0.5 inch to 1 
foot, except the number 10, which is 0.5161 inch per foot. 

The Jarno taper is 0.05 per inch, or 0.6 inch per foot. The 
number of the taper is its diameter in tenths of an inch at the small end, 
in eighths of an inch at the large end, and the length in halves of an 
inch. Thus, No. 3, Jarno taper is IJ inches long, 0.3 inch in diameter 
at the small end and | inch in diameter at the large end. 

HAND KEYSEATINQ 

Hand keyseating is that process of cutting a groove into a piece of 
metal into which a key will fit accurately. The need of accuracy 
in keyseating is the great drawback to the hand method inasmuch as it 
is a tedious job to cut a true seat with a chisel. 

Keyseating Process. The roughing out of the keyseat is done by 
chipping, a process already described. The first thing to determine 
is the size of the keyseat, and this is obtained from the S.A.E. table of 
standard sizes of keyseats. Table IV. It is well to have a chisel with a 
cutting surface about J inch smaller than the width of the keyseat to 
be cut, although with a large keyseat a smaller chisel will do the work 
but with somewhat more cutting. A cape chisel. Fig. 4, is the tool 
used for keyway cutting. 

Laying Out the Keyway. The next operation is to very carefully 

mark off the keyway with scratched lines or chalk, the distance 

, between the hues to be from 

Tff to -^ inch less than the 

width of the key. Use these 

lines to guide the chisel and 

cut the keyway to a depth 

approximately within iVinch 

of the depth of the finished 

keyway. One must always 

Fi,.45. Chipping K«^t in R««^ Shaft™, ,^^^g sufficient stock on the 

sides and bottom of the keyway for an accurate finish filing. 
Chipping. The work is held in a vise, and the chipping is done 
by grasping the chisel firmly with the left hand, holding the cutting 
edge to the work and striking the head of the chisel with the hammer. 
Fig. 45. The eyes must be kept on the cutting edge of the chisel to 
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TABLE IV 
Standard Sizes of Keyseats 

For straight keys, height of keyseat =Z) 
For feather kejrs D = JA 
Keyseat in shaft same depth as I) in small end 
Standard Taper = & inch per foot. 
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watch the progress of the work. The beveled side of the chisel is the 
guiding surface and this should be held at a very slight angle with 
the surface of the work that is being cut. Of course, to increase or 
decrease the amount of the cut, it is only necessary to raise or lower 
the chisel. If the hand is carried too low, the tool will run out before 
the end of the cut; while if the hand is carried too high, the chisel will 
gouge into the stock and make the progress of the work slow. In 
steel, malleable iron, and cast iron, the depth of the cut should vary 
from Ttr to J inch, but should never be greater than the latter figure. 

Chipping Malleable Iron and Steel. When chipping malleable 
iron or steel, one should keep on the work bench a piece of waste or 
cloth saturated with oil. After each complete cut is made through the 
work, the chisel should be rubbed in this waste or cloth. This lubri- 
cates the cutting edges and prolongs the life of the chisel. 

Finish Filings. It is in the finish fiUng that the greatest accuracy 
must be observed. It is not advisable to attempt cutting keyways to 
an accurate size by the use of inside calipers or other measuring instru- 
ments; it is best to have at hand the key which is to be fitted into the 
keyway. As the work of filing progresses, test the key in the keyway 
at frequent intervals. The sides and bottom should be filed at the 
same time, and it is quite important that the proper width of file be 
obtained. One should so file the keyway that the bottom and sides 
will be cut down to the proper size at about an equal rate. The key 
must not be a loose fit but a press fit within the slot. 
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Woodnitf Keys. Although it is a very difficult and time-consum- 
ing task, it is possible to cut Woodruff keys with a chisel. These are 
"half moon" keys, the radial surface serving to lock the key into the 
^seat after the matching keyways are fitted over it. The cut and try 
process is the only method to use in fitting Woodruff keys. Have the 
key at hand and chip the concave keyway, using the key as a pattern. 

RIVETINQ 

Brake Linings. Types of Rivets. Rivets used for brake linings 
are of three kinds, the flat head, countersink, and split rivets. Fig. 46. 
The former is headed like an ordinary nail and may be procured 
in a number of head-diameter sizes. The countersink rivet has a 
head which is flat on top and tapered underneath to fit a countersunk 
hole. The split rivet has a countersunk head with a split shank 
to permit the bending over of the ends like a cotter pin. 

The split rivet with countersunk head is the easiest rivet to 
handle in relining brake bands. It is not well to use the old brake 

lining as a pattern for a new one, 
but a new one should be cut. 
Wrap new lining around the band, 
being sure that it is tight all 

Fig. 46. Types of Rivets for Brake Linings arOUud the SUrfaCC and CUt it off 

the right length, allowing no overhang. 

Riveting the Lining, Fasten the band in the vise with the 
convex surface up and one end within the jaws of the vise. Procure 
a drill the size of the rivet holes in the brake band. With a sharp 
instrument prick the brake lining through the two end rivet holes 
and drill the lining through. Then countersink these holes so that 
the top surface of the rivet is very slightly below the top of the 
lining. Do not countersink so deep that the rivets will pull through. 
Now insert the copper rivets through the lining and brake band. 
If split rivets are used, proceed as follows: Select a bolt of such a 
size that it will give a firm seat for the head of the screw and fasten 
it in the vise with the threaded end up. Place the rivet head 
against the end of the bolt, spread the two ends of the split rivet 
with a screwdriver, and then pound them firmly against the band 
with a hammer. If solid head rivets are used, the head should be 
riveted solidly with the round end of a machinist's hammer. 
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Proceed around the band with consecutive rivets, keeping the 
lining stretched firmly at all times. 

Clutch Facings. The most common cause of faulty cam-clutch 
action is some defect of the leather facing. When one has determined 
that the facing needs replacement, he is confronted with the propo- 
sition of installing a new leather, and here is where one must have 
a working knowledge of the proper methods of riveting. 

Proper Clutch Leathers. Just a word about clutch leathers. 
If one decides that a leather must be replaced, then it is the best 
plan to replace it with a new one from the factory of the maker of 
the automobile. Of course, it is not a difficult matter to cut a clutch 
leather (see instructions in Gasoline Automobiles, Part IV), and if 
the garage has a stack of good clutch leathers, then cutting your 
own is the simpler plan. One diflSculty, however, is that the quality 
and thickness of the leather you purchase may not be suited at 
all to the clutch upon which it is to be put. The factory leathers 
are of a material and size specified by the engineers of that factory 
and are the right ones to use. 

Preparing the Leather, Before riveting the new leather in place 
it should be made as pliable as possible by soaking it in neat's-foot 
or castor oil. This soaking should be carried on until the oil has 
penetrated the leather from surface to surface. Do not soak the 
leather in water with the idea that it will fit more tightly over the 
cone; there is a big chance of its shrinking too much and pulling 
away from the rivets. 

Putting Leather on Clvtch. It is best to purchase the leather 
in endless form, that is, sealed at the ends so that it will fit perfectly 
over the cone. First, place the leather on the cone with one side 
flush with the large diameter of the cone. Then pry the leather on 
until it is evenly fitted to the metal surface. If the leather hangs 
over the small-diameter edge of the cone, it is not on far enough and 
should be pried farther over the edge of the taper. No trouble should 
be experienced in fitting the leather by the use of the hands only. 

Riveting Process, The holes in the leather should be countersunk 
deep enough so that the rivet heads will be below the surface and 
yet not so deep that there will be danger of the leather pulling 
away from the rivets. Incidentally, after the leather facing has 
been applied, it is well to rub off the high spots of the leather with 

159 



46 



SHOP INFORMATION 



TABLE V 
Proportions for Riveted Steel Plates with Iron Rivets 



Thickness of plate 

Diameter of rivet 

Diameter of rivet hole . 
Pitch — single riveting. . 
Pitch — double riveting. 
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the edge of a piece of glass. Insert a rivet through one of the counter- 
sunk holes in the leather, which, of course, matches up with a hole 
drilled through the clutch cone. Flat-headed countersink rivets of 
copper should be used, the rivets being long enough to project A 
inch through the clutch cone. Place a bolt with the head ground 
slightly flat in a vise, the head end being up. Hold the rivet in the 
clutch leather against the bolt head and hammer a head on the 

rivet with the round end of a 
ball-peen hammer. Duplicate 
this operation for each of the 
rivets. 

Cold-Riveting Metals. 
Rivets are used to hold together 
two or more pieces of sheet 
metal and are employed in the 
assembly of frames, the sup- 
porting of spring hangers, etc. 
Table V gives the proportions 
for riveted joints in steel 
plates with iron rivets. Cold 
riveting can be applied to work 
where accuracy is not a requi- 
site and the rivets are of small 

Fig. 47. Easily-Made Type of Rivet Set gj^^^ ^g J^ gj^^^^ ^^^^1 ^^^^ 

Hot=Riveting Metals. For hot-riveting work there are two 
general classes of rivets used : countersunk rivets and flush rivets. 
Fig. 47. Flush rivets are used to support the spring hangers to the 
frame and in riveting cross-members to the frame, etc. Countersunk 
rivets are used cold in brake lining facing and clutch facing, as 
previously described, and in joining pieces where clearance is a factor, 
as in riveting the ring gear to the differential case flange. 
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Rivet Set. In heading large rivets, it is always advisable to 
use a rivet set, and in the ease of riveting the ring gear to the differ- 
ential case jBange this tool is essential. The rivet set is a tool with 
a spherical depression in the end. When this spherical depression 
is applied to the shank end of a rivet and the rivet set is hammered, 
the end of the rivet will be headed over in a nicely rounded head. 
It is the only way that accurate riveting can be accomplished. 

Installing New Ring Gear. Usual rivet sizes for use in fastening 
the ring gear to the differential housing flange are J, yq, and f inch. 
The rivets used are round-headed or countersunk and are made of 
iron. To do a good job of installing a new ring gear proceed as follows : 

Removing Old Gear, The first thing to be done is to remove 
the old gear. This is done by cutting off the rivet heads with a sharp 
chisel in the manner shown in Fig. 3. If the rivet is countersunk, 
the head may have to be drilled out to remove it. After the gear 
is off, go over the surface of the differential housing flange with a 
file — especially over the rivet holes^ — to remove any biirrs or irregu- 
larities in the metal which would cause an untrue seat and thus 
throw the ring gear out of line. Do the same thing on the face of 
the ring gear which is to fit against the differential housing flange. 

Heating Rivet. Although this job may be done by cold riveting,, 
the hot method is a stronger and truer assembly because it permits 
more accurate seating and firmer fastening of the rivets. The 
rivets should be of such a length that they will extend beyond the 
flange a distance equal to one and one-half times the diameter of 
the rivet. The rivets should be placed through the flange and gear 
in consecutive order but alternating in direction; that is, the head 
of one rivet should go through in one direction and the head of 
the rivet next to it in the other direction. 

One of the best methods of heating the rivets is by means of 
an oxy-acetyline flame, although they may be heated in a forge as 
well. The rivets must be put into the holes red hot, as they are 
more easily headed over, and, in addition, the shrink in the rivets 
as they cool draws the pieces closer together. The constant hammer- 
ing in forming the head thoroughly fills the hole. 

Making Rivet Set. If one does not desire to purchase a rivet 
header, it is not hard to make one. One of the simplest ways is as 
follows: Procure a bar of round steel about twice the diameter of 
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the head of the rivet. Fasten one of the rivets in a vise with, the 
shank within the vise and the under side of the head flat against the 
top of the vise jaws. Now heat one end of the bar to a white heat 
and drive the heated end against the round rivet head, thus making 
a depression in the end of the bar, Fig. 47. It will probably be 
necessary to reheat the bar two or three times, using a new rivet 
each time, to get the depression deep enough. This depression should 
be of such depth as to take in the entire head of the rivet. Another 
method is to drill the depression into the end of the bar, thus giving 
a V-shaped depression. Such a depression will serve nearly as well 
as the round one for the work at hand. 

Heating the Rivet. It is now assumed that one has rivets, 
red hot, in the forge, a rivet set of the proper size, and that an anvil 

or a block of steel or iron, 
upon which the riveting 
may be done, is available. 
Extract one of the rivets 
from the forge with the 
tongs and insert it 
quickly into the rivet 
hole. It is imperative 
that the work be done 
quickly, so that the final 
heading is completed be- 
fore the rivet has had a chance to cool. The head of the rivet is dropped 
down against the anvil or block of iron or steel. With the assembly 
held firm against the anvil or block, place the rivet set over the 
shank of the rivet and hammer with quick light strokes against the 
other end of the rivet set with a fairly heavy machinist's hammer. 
Convenience and quick work demand that this be made a two-man 
job, one to hold the work and the other to do the riveting. In 
shaping the head, oscillate the rivet set in the hand so that the head 
will be evenly rounded on all sides. A properly shaped rivet head 
should be very nearly the same shape as the head, which was a part 
of the rivet in its original form, as shown in Fig. 48 A. A well-rounded 
head is stronger than one which is more or less flat and which spreads 
over a larger area. In Fig. 48 B is shown the section of a countersunk 
head joint. 




Fig. 48. Section of- Rivets in Place 
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FORQENQ 

Fwging Equipment. Forges. Many of the 
jobs in a repair shop require the use of a forge, i 
two kinds being necessary for all well-equipped 
shops. Forging and welding are easily cared for 
by the power-driven blower forge. Fig. 49. 
This type of forge is made of steel and the 
medium size is best for Automobile repair shop 
work. For brazing, melting babbitt metal, 
hardening, tempering, annealing, and heating 
soldering irons, it is best to use a gas forge 
that takes its air from the tank of the air- 
compressor outfit and its gas from the regular 
city or town mains. Portable gasoline forges, 
Fig, 50, are obtainable and work equally well. 
It is well to have also a small hand torch, Fig, 
51) for use in smaller brazing of soldering jobs. 

It is well to set up these two necessary ^ia- » 
forges with a bench between them. The bench Chicago, iihtu 
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should have a large drawer and a good vise attached to it, and will 
be found useful both in brazing and soldering processes; the drawer 
can be divided into compartments, one to hold the blacksmith tools 
and the other the solder- 
ing irons and sheet-metal 
tools. The vise will come 
into use innumerable 
times at either forge. 
Fi..5i. H»,.dG»T™.hf..Bra«r* Tools. The remain- 

ing equipment is simple. A medium size anvil, Fig. 52; two sledge 
hammers, medium and heavy; three, or perhaps four, forge hammers; 
tongs for holding round, flat, and irregular work; tools for cutting off 
material, both hot and cold; and finally flatting and swaging tools. 
Melting ladles can be placed over either coal or gas flame, and either 
forge can be used in melting the antifriction metals used in lining 
bearing boxes. 

Blacksmlthing Repair Outfit. A complete blacksmithing outfit 
that is adequate for ordinary repair shop work can be purchased 
for approximately $50. This will give a forge that uses coal as a 
fuel, a vise, a set of taps and dies, anvil, drill press, hammers, drills, 
tongs, wrenches, and a few small tools. Some of the tools that apply 
strictly to horseshoeing can be 
. applied to the repair of auto- 
mobiles. These consist of a 
farrier's hammer, knife, and 
pincers. All of the other tools 
mentioned apply to general 
metal work. A post drill will 
be found very practical for 
shops not provided with power. 
As complete sets of drills 
usually accompany the post- 
drill outfit, it is not necessary 

Fig. 52. Anvil Faetened to Block *'' ^*^^ "P *"* ^ Variety of 

tongs, for these can be made 
best to suit the purpose for which they are to be used. 

Electric or Gas Furnaces. If the shop is a large one, there 
probably will be considerable tool dressing that will require heat- 
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treating of various parts, and an electric furnace may be procured 
to handle this class of work. With a furnace of this kind, the amount 
of heat may be regulated within close limits, and temperatures may 
be reached that are sufficiently high for hardening, carbonizing, or 
annealing any pieces within the range of the furnace. It is 
questionable whether a furnace of this kind would be practical, 
except for large shops where there is much of this class of work to 
be done. Furnaces of the gas- or oil-burning types, Fig. 53, are 
probably more serviceable and less 
expensive than the electrically heated 
form. Welding is a very useful repair 
process in automobile work and it will 
be found fully treated in another 
article. 

Heat Treatment. Since there is 
an almost universal use of high-grade 
alloy steel in automobile construction, 
it is quite necessary that the repair 
man have some knowledge of heat 
treatment of the various metals. It 
must be known that metals of this 
character cannot be machined unless 
they are annealed and are of but 
little greater value than the ordinary 
machinery steel parts if they are not 
properly heat-treated to bring out the 
physical characteristics desired after 

^ ^ .■ . Tie. S3. SimplB Gaa Funmoe 

labncation. CourUt), 0/ Amfriran Om FumoK Comptmi,, 

Tempering Steel. The simplest 
method of tempering steel is the old-fashioned method of only partly 
cooling the tool when quenching it, then quickly withdrawing it, pol- 
ishing off its working surface, and letting the heat which remains in 
the tool produce the required temper as judged by the color. When 
first quenched, the point of the tool is the coolest and, on with- 
drawing it, the heat in the balance of the tool heats up the point, 
changing its color from light straw to deep straw, then light brown, 
darker brown, light purple, dark purple, dark blue, light blue, and 
finally blue tinged with green and black. When black appears, the 
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temper 13 gone. When the color desired is reached, the tool should 
be completely quenched. 

The following tabulation shows the temperature in degrees 
Fahrenheit at which steel a^umes certain colors. 

DiOBIU COLOB 

430 Very light atraw^ 

450 Light straw 

470 Dark straw 

490 Veiy dark straw 

500 Brownish yellow 

520 Yellow tinged with purple 

530 Light purple 

550 Dark purple 

570 Dark blue 

The modern method o7 tempering is by means of a furnace, 
as shown in Fig. 54, an oil bath being heated by an oil or gas flame 
to the proper temperature, as 
indicated by the thermometer, 
and the tools immersed in the 
bath. When they have reached 
the same temperature, they are 
lifted out and quenched in a 
hardening bath. The use of 
such a furnace makes the tem- 
pering of the shop tools more 
uniform. 

Hardening Steel. As it is 
necessary to maintain the steel 
in the state it was at the mo- 
ment quenching began, the 
quenching bath is a very im- 
portant part of the process of 
hardening. The better the 
bath, the more nearly per- 
fection is attained. 

Various baths are used for 
cooling steel when hardening. 

Fit. M. Typial TBmpeiin* FurnMB OH BCCOUnt of the different 
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heated metal. An oil bath is used when the steel is wanted tougher 
and not excessively hard, as the oil cools the steel more slowly than 
water. Brine or an acid bath is used when the steel is wanted very 
hard, as they absorb heat more rapidly than water. For excessively 
hard work, mercury or quicksilver is sometimes used, as it absorbs 
the heat very rapidly. 

Self' Hardening Steel, Self-hardening steel is used to a large 
extent in modern practice for lathe tools, much being used in the 
shape of small square steel blades held in special holders, as 
Fig. 55. Self-hardening steel, as its name indicates, is almost 
self-hardening by nature; generally, the only treatment that is 
required to harden the steel being to heat it red hot and allow it 
to cool. Sometimes the steel is cooled in an air blast or is dipped 
in oil. It is not necessary to draw the temper. The self-hardening 
quality of steel is given to it by the addition of chromiiun, 
molybdenum, tungsten, or one of that group of elements, in addition 
to the carbon which ordinary tool 
steel contains. High-speed steel 
is lower in carbon. 

Self-hardening steel is com- 
paratively expensive, costing from ^ „ ^ , XT o ,, ,, . . 

^ J I' ^ & Fig 55 Tool Using Self-Hardening 

40 cents and upward per pound, steel Blade 

some of the more expensive grades costing $1 or so. However, when 
in use, self-hardening steel will stand a much higher cutting speed 
than the ordinary so-called carbon steel, and for this reason it is 
much more economical to use, although its first cost is higher. 

Self-hardening steel cannot be cut with a cold chisel and must 
be either cut hot or nicked with an emery wheel and snapped off. 
Great care must be used in forging it, as the range of temperature 
through which it may be forged is comparatively slight, running 
from a good red heat to a yellow heat. Some grades of self- 
hardening steel may be annealed by heating the steel to a high heat 
in the center of a good fire and allowing the fire and the steel to cool 
oflf together. Steel which has been annealed in this way may be 
hardened by heating to the hardening heat and cooling in oil. 

Hardening High-Speed Steeh High-speed steel has a much 
higher critical temperature than carbon steels. A temperature of 
about 1350° to 1600° P. i^ sufficient for carbon steels in general. 
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High-speed steels require heating from 1800° to 2300° F. and to 
be cooled in oil such as machine, fish, or linseed. 

Bending Rods. If a piece of hard tubing is to be bent, it must 
first be annealed, otherwise it is likely to break. If the piece to be 
bent is thin-walled tubing, it will collapse. Occasionally, the bending 
of a moderately thick-walled piece of tubing can be accomplished 
without heating or filling, although it always is best to fill the tubing 
before attempting to bend it. If the interior is made solid, or nearly 
so, with some substance and if the tubing is properly heated and 
of the right temper, it can be bent to a curve of small radius without 

damaging the walls of the tubing. 
It is poor policy to avoid filling 
the tube by the use of a vise or 
wrench, or hammer and anvil for 
bending, as the walls of the tube 
will suffer and the appearance of 
the finished work will be unsat- 
isfactory. There are several 
methods of filling tubing that give 
good results. Some molten sub- 
stances can be poured into the 
tubing, such as resin for thin 
copper, and brass or lead alloy 
in steel tubing. The fillers can 
be removed by heating the tubing 
after the bend has been made. 
Some make use of a steel rod 
when the bending describes a part 
of a cu'cle, as the filler rod takes 
the same curve as the tube and thus comes out easily. When many 
pieces of about the same size of tubing are to be bent, it can be very 
satisfactorily accomplished with a grooved jig, as shown in Fig. 56. 

CUTTINQ GEARS 

Definition of Terms. In designing or cutting gears, it is quite 
essential that the terms as applied to this practice be clear to the 
operator. The nomenclature of gears and their measurements are 
such that only by diagram, shown in Fig. 57, together with the 




Fig. 56. Grooved Jig for Bending Pipe 
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following explanation, can one obtain a clear conception of the 
various measurements: 

Pitch Diameter, The pitch diameter is the diameter of the 
pitch circle. 

Addendum Circle. The addendum circle has the same diameter 
as the outside diameter taken over the points of the teeth. 

Dedendum Circle. The dedendum circle is known also as the 
root circie and is the circle at the bottom of the teeth. 

Pitch. Pitch is the distance from the center to the center of 
the teeth when measured on the pitch circle. Measured in this 
way, it is called the circular pitch. 




Fig. 57. Names of Tooth Parts 



Fa/ce. The face of the tooth is that part of the curve outside 
of the pitch circle. 

Flank. The flank of the tooth is the portion of the curve within 
th^ pitch circle. 

Thickness. The thickness is the width of the tooth, taken as 
the chord of an arc of the pitch circle. 

Space. The space is the distance between adjacent teeth, 
measured as the chord of an arc of the pitch circle. 

Method of Design. In designing gears two methods are 
employed, one known as the fixed-pitch method and the other 
as the diametral-pitch method. The latter perhaps is the more popular 
since the first involves some tedious calculation, but in the event 
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that one may wish to apply it, it is well to explain the process and 
what it means. 

Fixed-Pitch Method. It once was the practice to design gears 
on the basis of a fixed distance representing the teeth and this was 
usually based on the common fractions of an inch. Thus the desired 
number of teeth multiplied by the given pitch gave the circumference, 
and the distance, found in this way, divided by 3.1416 gave the 
diameter of the pitch circle. 

Let us suppose that the pitch is divided into fifteen parts, 
seven of which represent the thickness of the teeth and eight the 
width of the space. To find the length of the teeth, the pitch is 
divided into ten parts, of which seven represent the length of the 
teeth — ^three parts covering that portion outside of the pitch circle 
and four parts the length of it, one part being allowed for bottom 
clearance. Because of the tedious calculation involved in this 
method, mechanical engineers devised the diametral pitch method. 

Diametral-Pitch Method. The diametral-pitch method desig- 
nates the pitch by a number instead of giving the length of the pitch 
in inches. This number indicates the number of teeth for each inch 
of diameter of the pitch circle. Thus, if the diametral pitch is 6 
and the diameter of the pitch circle is 10 inches, the gear will have 
6 times 10, or 60 teeth. Also, if we know that the pitch is 6 — or as 
usually expressed "6-pitch'' — ^and the gear has 60 teeth, the pitch 
diameter is 60-^6, or 10. If the gear has 60 teeth and the diameter 
of the pitch circle is 10 inches, the pitch is 60-^10, or 6-pitch. 
Three simple rules cover the diametral-pitch method: 

(1) Mtdtiply the diameter of the pitch circle by the diametral 
pitch to get the number of teeth. 

(2) Divide the number of teeth by the diameter of the pitch circle 
to get the diametral pitch. 

(3) Divide the number of teeth by the diametral pitch to get the 
diameter of the pitch circle. 

Proportions of tooth parts are determined by rules quite as 
simple as those of the pitch. These are as follows: 

(1) The addendum is equal to one inch divided by the diametral 
pitch. For example, the addendum on a 6-pitch gear will be \ inch. 

(2) The dedendum is equal to the addendum increased by the 
clearance, which is equal to tit the thickness of the tooth on the pitch circle. 
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Determination of the thickness of the tooth and the width of 
the space at the pitch line is not by the same rule as that given in 
the former method. In all accurately cut gears, the width of the 
space exceeds the thickness of the tooth only as much as may be 
necessary to permit the gear teeth to roll freely together and need 
not be over .03 of the circular pitch. In cut gears for ordinary 
piuposes, this amount may be doubled, while in gears having cast 
teeth, it may be necessary to make it as great as 0.10 of the circular 
pitch, depending largely on the accuracy of the casting. That a 
clear conception may be obtained of the relative dimensions of 
spur-gear teeth of different diametral pitches, the gear teeth are 
shown in full size in Fig. 58. These are the more common pitches. 
The larger ones are usually 1-, 1|-, 2-, 2|-, and 3-pitch. 

MISCELLANEOUS BENCH METHODS 

Best methods for doing work are constantly coming up in all 
shop work, and the success with which the desired end is attained 
depends largely upon the skill and judgment of the man in charge. 
A few examples of the questions likely to arise and suggestions for 
handling them to give the best solution follow. 

Peening. Stretching metal on one side of a piece of work is 
called peening. There is considerable difference between peening 
and bending. Let us suppose that you have a warped piece of 
metal to be straightened. If it were to be bent until it were straight, 
it could be placed on a block with the concave side down and struck 
with a hammer and driven down past the line of support. This 
strain would reduce it into an approximately straight line. However, 
this method could not be applied to a piece of metal with complicated 
outline for it would remain wavy. In peening to trueness such a 
piece as that previously mentioned, the piece is placed on an anvil 
with the convex side down and struck sharp blows with the peen 
of the hammer on the concave side, with the result that the metal 
is stretched at the point where the blow is struck. Working succes- 
sively over the whole surface results in the concave side being 
stretched so that it is equal in dimension to the convex side, and 
the piece becomes straight and remains so. Skillful use of the hammer 
will straighten almost any piece of thin metal. The same process 
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of stretching the metal is sometimes applied to a hole in a ductile 
metal which is too large. Possibly a screw has worked the threaded 
hole too large, but by peening the metal around the hole with a 
hammer and prick punch, the fit is made tight again. Such a method 
is not good shop practice but .accomplishes a quick repair. 

Drilling Hard Metals. When a hole is to be drilled in a very 
hard metal, the drill must also be very hard and must be run at a 
relatively low speed. The drill must be forced against the metal 
with as much pressure as. possible without breaking the point and 
an abundant supply of oil is necessary. A drill may be excessively 
hardened by heating it to a dull red in a charcoal fire and quenching 
it in mercury instead of in water to make the cooling more rapid. 
Nicking the surface of the metal with a cold chisel also will give the 
drill a start, and beneficial results are obtained by using turpentine 
in place of oil in some cases. Very thin chilled cast iron may be 
softened somewhat by placing a small amount of sulphur on the 
place where the hole is desired and then heating to a dull, red. This 
should be done slowly, however. 

Avoiding Scale. When cast iron is being worked in a lathe or 
a planer, the point of the tool always should work beneath the scale, 
which is the outer shell that covers all cast iron as it comes from the 
foundry. This scale is very hard and brittle and if the edge of the 
tool is made to work in, or against it, the edge is soon dulled. When 
the tool works beneath the scale, raising the chip removes the scale. 

Pickling. All castings that are to be machined to dimensions 
that are only slightly less than those of the rough castings should 
be pickled or washed in a solution of sulphuric acid and water, 
which causes the scale to drop off in flakes and leave the metal bare, 
unprotected, and rusty. Either submersion or swabbing is effective. 
After being pickled the casting should be washed in a sal soda solution. 
A good pickling solution for this work is one part of commercial 
sulphuric acid to ten parts of water. 

MACHINES AND MACHINE PROCESSES 

ARBOR PRESSES AND GEAR PULLERS 

Types of Machines. An arbor press is one of the most useful 
tools for an automobile repair shop. Arbor presses are available 
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in a number of forms. In the simplest type, the pressing medium is 
a rod which is forced down by pulling down on the handle which 
is counter^weighted on the opposite end. By a ratchet principle, 
the rod is held against the work while another stroke of the handle 
forces the rod farther down. When the handle is let up to the top 
of its stroke, the lockmg mechanism is released and the rod may 
be pushed up by hand. 



Fie, 59. Arbor Press for Automobile Work 

There is now on the market a universal press especially adapted 
for automobile work, Fig. 59. This machine has a capacity of 22 
tons and allows a 42-inch clearance for the work. It has two levers, 
one for high-speed work, geared 1000 to 1, and one for low-speed 
work, geared 2200 to 1. In the illustration, the mechanic is shown 
pressing off transmission gears with channel blocking, using the 2200 
to 1 leverage. The other attachments furnished with the machine 
are shown on the floor, 
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Uses of Arbor Press. V-Block. For automobile work, a useful 
part of the arbor press equipment is a V-block, shown on the floor 
beside the machine in Fig. 59. This block is a receptacle for a great 
many different kinds of stock. 

Handling Press Fits. In automobile construction, there are 
a great many parts which are a press fit into another part. A press 
fit differs from a sliding fit in that one piece must be forced into another 
for permanent location while those parts are performing their function; 
with a sliding fit, one part is located within another so that it may be 
readily moved, as in a bearing. The arbor press easily handles 
press fits in replacement and repair. 

Where a shaft is a press fit within a gear, that shaft may be 
pressed into the gear by means of the arbor press. The gear should 
be located on the bed of the press. If it has a hub, the gear should 
be supported underneath as close to this hub as possible so 
there will be no danger of springing the gear. The shaft is then 
started into the hole; the screw or rod of the arbor press tightens 
down against it and presses the shaft into the gear. It is well to 
remember that the available pressure in an arbor press is enough to 
bend a sizable piece of steel, and with this in view, work should 
always be very carefully centered and, in the case of shafting, the 
shaft should be perfectly parallel with the sides of the hole it is 
about to enter. 

Removing Bearing Bushings, One of the biggest fields for the 
arbor press in a garage is in the removal of bearing bushings. There 
are a great many places about the car where bearings are pressed into 
their containers, a notable instance being in the springs. Bearing 
bushings may be very readily pushed out of springs with an arbor 
press. In most universal joints the steel bushings are pressed 
in with an arbor press and about the only satisfactory way they 
can be removed is to press them out with the same kind of a 
machine. 

Straightening Parts. Another use for the arbor press is in 
straightening parts. In the modern automobile, practically all 
parts which take a considerable amount of strain are constructed 
from alloy steel. In order to properly prepare alloy steel for severe 
strains, it must be heat-treated in an accurately calibrated oven to 
a temperature averaging about 1500° F. Too many repair men make 
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the mistake of trying to straighten these heat-treated parts in a 
forge. Once they are heated in a forge, the value of the previous 
heat-treating is lost and it can only be put back into the metal 
again in a heat-treating oven. 

Furthermore, parts made of alloy steel which have been subjected 
to the heat-treating process, although capable of tremendous bending 
strains, may nevertheless be bent without harm to them providing 
enough pressure is applied. An arbor press capable of exerting a 
15-ton pressure can be used for straightening front axles, steering 
knuckles, and like parts. 

The arbor press may also be used for straightening tubing and 
cylindrical parts, such as torsion tubes and rear-axle housings. In 
doing this work, a screw press is superior to the kind where leverage 
alone is the pressure factor, because it permits more careful pressing. 
With an available pressure of 15 or 20 tons, it is a very easy matter 
to crack a piece of tubing or a cylindrical part, such as a torsion 
tube or a rear-axle housing, and great care should be exerted in the 
bending operation. 

Gear Pullers. Although the arbor press may be used for gear 
pulling, there is a simpler device, known as a gear puller. Where 
gears are fitted to small shafts, they are in a great nmnber of cases 
made a press fit on the shafting. If one were to attempt to hammer 
the gear off, he would very likely either damage the teeth of the 
gear or bend the shaft. A gear puller will remove the gear without 
damaging any part of the assembly. It is a simple device consisting 
of a beam at the ends of which two arms are fastened with pins. 
These arms are constructed with hooks on the ends. Through the 
center of the beam is a thread cut for the purpose, and in this is a 
screw with one end shaped to a V and the other end squared to permit 
the application of a wrench. 

In operating, the hooked ends of the two arms are fastened to 
the back of the gear or pulley. Then the screw is turned down until 
the V-end fits against the center of the shaft on the opposite side 
of the gear or pulley to which the hooks of the arms are fastened. 
Screwing down the screw by means of a wrench will exert sufficient 
pressure to force the shaft out of the gear. 

Combination Gear and Wheel Puller, There is now an instnunent 
on the market which is a combination gear and wheel puller, Fig. 
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60. A3 will be seen, in this instrument the arms cross like a pab of 
pliers, and the upper ends of the arms have a number of holes drilled 
in them. A center block between the arms carries the thread for 
the screw, as well as a tapped hole on each side. Screws are passed 
through the drilled holes in the arms at various points and into 
the tapped holes of the center block, thus giving considerable 
variation in adjustment for the different sizes of work. 



QRINDERS 

Advantages of Qrinding. 

Machine-shop grinding operations 
depend upon the abrasive or cutting 
qualities of stone, emery, carborun- 
dum and corundum, when suitably 
held and presented to the work. The 
use of solid grinding wheels has made 
it possible to attain many refinements 
in machine construction that would 
have been impossible without them. 
It has made it practical economically 
to finish hardened steel parts that 
could not possibly be machined with 
cutting tools in the lathe or the planer, 
and with the softer materials it has 
made possible smoother and truer 
surfaces than can be obtained by any 
other method. 

Types of Qrindinf. There are 
four principal divisions to grinding: hand grinding, tool and cutter 
grinding, cylindrical grinding, and surface grinding. The two latter 
classes are never required in repair work. 

Hand Grinding. Under hand grinding is included all the 
operations in which the work is held to the wheel by hand or with 
a rest, as in rough grinding, ordinary lathe-tool grinding, buffing, 
and polishing. The class of machine used for this work is of the 
simplest form, consisting of the wheel-carrying spindle mounted 
on suitable bearings on a substantial head or pedestal. Some machines 




Fig. W>. Combination Gear and Wheel 

Puller 

Premier Electric Company, Chioigo 



64 



SHOP INFORMATION 



of this character cany one wheel, others two. Adjustable rests 
are provided upon which the work being ground can be steadied. 
This class of grinders is designed for dry grinding of rough and 
heavy material, where the danger of overheating the work is negligible. 

_^_ If the work to be ground 

; is tempered, or is likely to 
become over-heated, a grinder 
in which a supply of water 
is constantly on the rim of 
the wheel to keep the work 
cool is used. Buffing heads 
or spindles usually consist of 
a standard with a shaft car- 
ried on two bearings, the 
pulley for operating being 
mounted between the two 
bearings in a Y-yoke. This 
shaft usually extends well 
out from the bearings so that 
work may be conveniently 
• handled. The ends of the 
shaft are fitted with wheels 
having rims of wood, leather, 
or cloth, which are charged 
with emery or other grinding 
material. With the buffer 
no rest is used. 

Tool and Cutter Qrinding. 
For tools and cutter grinding, 
a better class of grinding 
machinery is required than for the hand-grinding operations. In 
this case the term tool refers to drills, reamers, milling cutters, 
and the finest class of tools, and does not include ordinary hand or 
lathe tools, which usually are ground on a grinder where the wheel 
is in constant touch with water. 

The Cincinnati Milling Machine Company makes a universal 
cutter and reamer grinder, shown in Fig. 61. As the name implies, 
these tools are provided with all necessary attachments for grinding 
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the cutting edges of all classes of reamers and milling cutters, and 
in many cases may be used for doing a limited amount of cylindrical 
grinding, both internal and external. 

Cutter grinders have become very necessary to the modem 
repair shop through the extensive use of the rotating cutter in machin- 
ing operations and the necessity of keeping these cutters true and 
sharp. In the grinding of cutters, care and judgment must be 
exercised, and not until the operator has become thoroughly familiar 
with all the setting combinations of the machine can he expect to 
get the best results. Since water is not used on the wheels of cutter 
grinders, the wheels are usually quite hard and fine, and light cuts 



must be made in order not to draw the temper of the tool at its 
cutting edge. The cutter support should be adjusted to bear against 
the tooth being sharpened, and its position relative to the wheel 
should be such as to give the necessary amount of clearance to the 
cutting edge. A setup of the above grinder for sharpening a milling 
cutter with a cup wheel is shown in Fig. 62. 

Care of Tools. Twist Drills. Much care should be tak^n in 
the grinding of twist drills to see that the angle and clearance is 
correct and equal on both sides. Correctly ground drills cut faster, 
stand up longer between grindings, and produce the proper size of 
hole. It will be found that a correctly ground drill seldom breaks, 
since it cuts its way cleanly and does not scrape nor jam as it does 
when the angle and the clearance are not right. 
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Proper Wheels. Wheels for any class of grinding should be 
properly adapted to the work as to shape, grade, and hardness. 
Shape and character of the work determine in any case the shape 
of the wheel to be used, while the material of which the work is 
composed, the amount of metal to be removed, and the condition 
of the finished surface must determine the quality of the wheel. 
A free cutting wheel which is run at the proper speed and with a 
light cut is best for accurate grinding, since it removes the metal 
without pressure and consequently cuts the high spots without 
heating up the work. 

However, if the work is to be very accurate, it is best to use 
water on the wheel, as a slight temperature tends to have a noticeable 
effect upon the work. When long cuts are to be taken, it sometimes 
is difficult to get the wheel to stand up so as to give a parallel cut. 
Since the harder wheels hold the emery longer, they can be run 
somewhat slower and they are best adapted for giving cuts of this 
kind. The wheel should have a wide face and be of large diameter 
so as to present as many grains of abrasive as possible to perform 
the required work. It also is necessary to use the coarser feed and 
lighter cuts in order that the wheel may cover the entire surface 
before it drops materially in diameter. 

Manufacturers of grinding wheels give a table of speeds for 
wheels of different diameter, but these speeds are not always best 
suited to the work. All wheels should fit easily, yet closely, on their 
spindle, to prevent any possibility of cracking, and a soft washer 
of uniform thickness should be placed between the sides of the wheel 
and the clamping washer. In grinding long work, it is quite necessary 
to support the work at one or more points between its end bearings, 
for otherwise true work is impossible. 

DRILL PRESSES 

Function of Drill Press. The standard drilling machine, in its 
various forms, consists primarily of a revolving spindle which carries 
the cutting tool; a work-holding plate, or table; and a substantial 
frame connecting the two. Details of spindle adjustment and also of 
spindle drives and feeds, while they differ in points of detail in the 
several designs and classes, all bear close mechanical relations to 
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each other. Boring holes of comparatively small diameter is the 
specific field for this class of tools, but reaming and tapping these 
holes are in many cases added to the work of the drill by means of 
special tools and fixtures, thus taking over the work that at one 
time was done on the lathe. 

Method of Action. In the class of drill presses termed standard 
upright, the feed is automatic, and usually a variety of feed speeds 
is given as well as an automatic knock-off that stops the work at 
any desired point. In addition to the automatic feed, both wheel 
and lever feeds are usually provided. The rack and pinion method 
of moving the spindle is common to practically all makes and types 
of drill presses. The spindle usually has its lower bearing in a quill 
which is given a close sliding fit in the head. The feed rack is secured 
to the quill. This has particular reference to that type of drill press 
having a sliding head, the head having a vertical adjustment on the 
front face of the column to adapt the machine to work of different 
heights and to drills and tools of varying lengths. The head is 
counter-weighted so as to make operation convenient. The head 
can be firmly clamped in any position. 

An arm supports the work table and this arm is manipulated 
by means of a screw and a crank. It can be swung to a considerable 
angle either side of the spindle and firmly clamped in almost any 
position. In case the work is too high to be supported on the adjust- 
able table, a lower-base table may be used. 

A stationary head usually is found on the smaller machines of 
this class, all the vertical adjustment being accomplished by moving 
the table up or down, as required. Such machines are regularly 
made up to 52-inch capacity, the size indicating the maximum 
diameter of the work whose center can be reached by the spindle. 

In work where small drills can be used, a light machine called 
a sensitive drill should be used in order to obtain the high speed 
required and the lightness of parts necessary. Here, the term sensitive 
commonly means lightness of parts, smooth running, and perfect 
balance, which enables the operator to judge as to the pressure he is 
applying to the drill and, consequently, lessens the danger of breaking 
the drill. Some manufacturers go a little farther and employ at 
some point in the drive an adjustable friction clutch with which the 
speed of the drill can be regulated. 
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Securing Woric. Securing work on the table of drilling machines 

requires clamps, bolts, jacks, and blocking, as in other types of heavy 

machines. The same care should also be exercised in the setting, 

for true work requires careful setting. The use of a square and surface 

gage as well as good parallel bars is essential in setting up work for 

drilling. For through drilling, the work must be located so that the 

drill in passing through will enter a slot or the central hole on the 

table. If the work is too large or if for any other reason this cannot 

be done, then the parallel bars on the table should be used before 

putting on the work. These should be sufficiently thick to allow the 

drill to pass through without striking the table. 

Lubrication in Drilling. Drilling of steel and wrought iron 

requires lubrication for the cutting tool, while cast iron and brass are 

drilled dry. Lard oil makes the most satisfactory lubricant, however, 

its cost usually makes its use prohibitive. The lubricant tends to 

conduct away the heat generated by the cutting tool and it should be 

applied directly on the part of the work that is being cut. Some drills 

have a special reservoir in the head for carrying oil and the lubricant 

is forced on to the cutting edge. 

POWER HACK SAWS 

Method of Action. Very general use is made of power-driven 
hack saws in the automobile repair shop. These machines use the 
regular pattern of hack-saw blades, which with proper care do a 
remarkable amount of cutting; the machines require but little atten- 
tion and when properly adjusted will saw off work reasonably square. 
There is usually an arrangement by which the machine comes to a 
stop when the work has been cut and the saw drops through. 

Pressure on the Blades. When the saw blade is new, the weight 
on the top of the saw frame should be a little less than after the teeth 
haye become worn, for, when new, the saw bites into the metal con- 
siderably faster than after they have become dulled from use. Fur- 
thermore, there is danger of stripping the teeth or breaking the blade, 
especially if the work is of small diameter. A comparatively light pres- 
sure permits contact with but a few of the teeth at each point in the 
stroke. Tubing is very hard on blades and should be cut with a very 
light pressure and with saws which are somewhat worn. Never use 
oil on the hack-saw blade. 
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Pressure for Different Metals. It also should be borne in mind 
that different metals require different amounts of pressure on the saw. 
Unless one desires to break saws and strip teeth, a close adherence to 
the following must be observed: Aluminum or any other soft metal 
of this character cuts twice as easily as cast iron and approximately 
four times as easily and as fast as steel, consequently the weight on 
the frame of the saw must be moved forward or backward to give the 
proper pressure. Perhaps the best point for locating the weight in 
cutting aluminum is at the extreme outer end of the frame, about the 
middle for cast iron, and well toward the inner end for steel. Of 
course, there is no regulation of the backward and forward speed of 
the hack saw, hence it is necessary to bring judicious use of the weight 
into play if the life of the saw blade is to be preserved. 

Power hack-saw blades should last as long in comparison to the 
amount of sawing done as the hand hack saw, perhaps longer, if the 
saw is not called upon to do duty at a faster pace than that for which it 
was designed. 

Allowance for Cut. The novice in using the hack saw frequently 
does not make allowance for the cut but measures off the length of his 
piece, marking the exact length, and then starts sawing with the 
blade exactly on the mark. When the piece has been cut off, he finds 
that it falls short of his measurement, perhaps ^ inch. This shows 
that allowance must be made for the width of the saw cut instead 
of sawing directly on the mark, for the ^ inch which the blade 
removes sometimes makes the piece useless. 

LATHES 

Characteristics. Of course the most important power machine 
in a motor-car repair shop is the lathe. In this discussion, the 
engine lathe only will be considered in its simple form, or modifications 
of it, as shown in Fig. 63. The lathe is capable of handling a great 
variety of work. There are four main parts in the ordinary engine 
lather bed A, headstock B, tailstock S, and carriage X. The bed 
is the bench, or foundation, upon which the rest of the machine is 
supported. Placed on top of the bed are what are known as shears, 
which are really tracks upon which the moving parts ride. There are 
two pairs of these shears, and the headstock and tailstock rest upon 
the inside pair and the carriage on the outer pair. The headstock con- 
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tains the pulleys and other devices which receive and transmit the 
power to the work. The tailstock is the holding device for centering 
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material to be worked upon between itself and the headstock. The 
carriage carries the tools which perform work upon the material 
at hand. 
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Before attempting to operate a lathe, it is advisable for one to 
acquaint himself with the mechanism. An examination without 
instructions will show one what levers move the tail stock, adjust the 
tools, regulate the speeds, etc. 

Lathe Tools. It is with the tools for the lathe that the amateur 
repair man finds his greatest diflSculties. Only the most important 
points in tool use can be touched upon because of the limited scope 
of this article. Many shapes and sizes in cutting tools may be fitted 
for various jobs which one encounters but th'e standard tools will 
be found satisfactory for most jobs. Tool-holders for holding 
tungsten steel cutters are 
very useful and are prob- 
ably more convenient 
than the usual lathe tools 
because the cutters do 
not have to be sharpened 
so often. In Fig. 64 are 
shown three typical 
forms of cutting tools. 
The first is a holder with 
straight body; the sec- 
ond, a cutting-off tool; 
and the third, a right- 
hand holder (left-hand 

holders are also avail- Rg. 64. Typical Lathe Xoola 

able). There are a num- Courtesy of Amutrono Brothers Tool Company, Chicago 

ber of other necessary tools, of which thread-cutting tools and 
knurUng tools might be mentioned. 

Lathe Equipment. Headstock and Spindle. The headstock 
is fastened on the left hand of the bed and carries the main running 
gear of the lathe. At each end of the headstock there is a bearing for 
the spindle. The right end of the spindle is threaded to carry the face 
plate Fy Fig. 63, and is recessed to receive the live center G. The dead 
center H is mounted in the tailstock. The work is mounted between 
these centers, the left end of the work being held by a dog which is 
fastened to the face plate to keep the work from slipping. 

Holding Devices. For lathe work in which only one end can be 
supported, there are four classes of holding devices: the center rest, 
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the carriage, faceplate, and chuck. In center-rest work, the center 
rest of the lathe carries one end of the work and the live spindle the 
other. In carriage work, the work is secured stationary to the car- 
riage and a rotary cutter mounted on the spindle performs the 
machining. With chucks or faceplates, the work is supported in jaws 
within a live spindle. A live spindle is one which rotates and is direct 
driven from the power medium. 




Fie. BS. Corabmation Chuck 

Every lathe should have one or two chucks as a part of its equip- 
ment. These are made in two-, three-, and four-jaw types, but the 
three-jaw type. Fig. 65, is adaptable for most work. 

Simple Lathe Work. The beginner's job on a lathe is to turn a 
plain spindle between centers. For example, assume that a bar of 
1-inch round steel is to be reduced to a diameter of J inch. 

Ceniering Stock. The piece to be turned down is first cut to the 
proper length allowing enough for squaring and is then centered. 



SHOP INFORMATION 73 

Centering means placing V-shaped depressions in the exact center of 
each end of the piece. 

There are some very handy centering tools on the market which 
are adjustable for different lengths and diameters of stock and afford 
a quick means of placing an accurate center in each end of a bar. 
Fairly accurate centering can be done with a center punch and ham- 
mer. Each end of the piece must be bisected with two horizontal 
lines to obtain the center, this being done with a surface gage. Then 
depressions can be hammered into the ends of the stock by placing 
the point of the center punch at the point where the bisecting lines 
cross, which should be the center point of the stock. Another method 
is to mark the centers, as described, and drill centers into the end in 
the drill press. 

These centers do not have to be deep or wide, but should have 
just enough of V to afford a firm support for the points of the centers. 
Where the work is going to consume considerable time and the piece 
which is being worked is heavy, it is advisable to make deeper centers 
and cut oil grooves into the sides of them with a cape chisel so that the 
center may be frequently oiled. In centering the piece, it must be 
neither a tight nor a loose fit. 

Squaring Off Work, With the work centered, the ends of the 
piece are squared off with a cutting tool. This is an operation 
requiring care. The expert lathe man will square the end to within 
a very small fraction of an inch of the tailstock center, but will not 
ruin the center by cutting into it. 

Roughing Cut. The next operation is the cutting down of the 
surface of the stock to within about ts inch of the finished diameter. 
The depth of each cut, of course, depends on the material which is 
being worked on. In soft metals, such as brass and aluminum, a 
fairly deep cut is possible, while in steel it should be around ^ inch. 
This is a matter which can be determined by watching the action of 
the tool and examining the point frequently to see what effect the cuts 
are having on it. This roughing operation tends to work the center 
into a smooth easy-running bearing. 

Reversing Work. The work is then removed from the centers 
and changed end for end. Another roughing cut is made and then 
the work is ready for the finish cut. It must be remembered that no 
part of the work shall receive its finish, cut until the parts have been 
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roughed over and the centers have been well worn in. These pro- 
visions are necessary for accuracy. 

Finish Cut. The finish cuts must necessarily be light ones. On 
the second roughing, that is, the cut which is made after the piece has 
been reversed, the stock should be cut down enough, so that only one 
cut is necessary for the finish job. 

Mild steel can be cut with cutting-speed settings of 25 to 100 
feet per minute, depending on the hardness and quality of the stock. 
Although too much speed is to be avoided, it is a fact that the begin- 
ner generally cuts far too light, not realizing the possibilities in the 
cutting tool. 

If the siurface is to be a polished one, the mechanic must make 
some allowance for filing and finishing with emery. Here is found 
another beginner's fault in that he generally leaves far too much stock 
to be filed off. It must be remembered that it is a diflScult proposition 
to file a rotating piece and still keep it cylindrically true. The finish- 
ing cut, when filing is to be done, should leave about .003 inch to be 
filed and smoothed off. This work of cutting down a bar between 
centers is the elemental training for all between-center work, in fact 
to a greater or less degree, for all kinds of lathe cutting. 

Boring. The majority of work done in chucks and with carriage 
support comes under the head of boring. As work of this kind is 
usually performed on solid stock, it is necessary to drill a hole 
sufficiently large to allow the boring tool to enter. This hole can be 
easily drilled in the lathe by using an ordinary twist drill supported in 
the tail center. If the work is to be of large size, the taper shank drill 
is best suited for this work, inasmuch as it readily cleans itself of the 
cuttings. If the drilling is to be very deep, the drill must be fre- 
quently drawn out, cleaned, and oiled, or the generated heat will 
damage the flutes of the drill. 

DriU and Boring Tool. The size of drill which one must use for 
making holes preparatory to boring depends, of course, on the nature 
of the work. If the work is to be small in diameter and of consider- 
able depth, a drill within one-sixteenth of an inch of the diameter of 
the finished hole should be used if possible. If the hole is to be of 
large diameter and shallow, the drill should open a hole large enough 
to permit the entry of a short stiff boring tool, and this naturally does 
not have to be very large. There may be obtained boring bars of 
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universal type which will take a variety of tool shapes. In these the 
tool is secured in a mortise through the bar by suitable wedges or, 
more usually, the tool is of round steel fitted into a hole through the 
bar and secured in position by a set screw. In cylinder boring, or 
reboring, more than one cutter is generally used inasmuch as a single 
cutter would be liable to spring the cylinder and gouge the metal. 
The use of a cutting bore equipped with three cutters gives a tool 
which will operate steadily and make a very satisfactory bore. As in 
all cases in lathe work, the finish cuts should always be light ones to 
insure true work. 

Mounting the Work. It is more or less of an art to fit a piece, 
especially an irregular one, into a lathe chuck. No rules can be laid 
down for this inasmuch as each piece must be centered to take care of 
its regularity or irregularity in shape. In a good many jobs, the work 
is of such shape that it cannot be held in a chuck. In such cases, the 
work may be clamped to the face plate or to an angle plate fastened 
on to the face plate. This is a setup which requires a great deal 
of care and patience. In such parts as gear blanks and other pieces 
having hubs, the work should be chucked on these hubs whenever 
possible. Work held in this manner will run true if properly bored 
and turned. It must be remembered that a chuck centers the job. 
For instance, if one has a piece with a flange and a hub as a part of it, 
he can have the bore run true with the hub by chucking the work on 
the hub; but if he desires to have the bore run true with the flange, 
he should chuck the work on the flange. 

Degrees of Fit between Shaft and Hole. When a piece of shaft- 
ing or tubing is to be turned down to fit a certain drilled or bored hole, 
there are three kinds of fits which apply, viz, working fits; 
driving, or forced, fits; and shrink fits. A working fit is one such as is 
found in a bearing, that is, the work will be so machined that it will 
slide easily in the piece. A dnving, forced, or press, fit is one in which 
the work is so machined as to require pressure, either by hanmiering 
or in an arbor press, in order to get the cylindrical stock into the hole. 
In automobile. construction, a working fit is generally machined so 
acciu'ately that the difference in diameter between the cylindrical 
piece and the hole is extremely small, and still a perfect sliding fit is 
maintained. The importance in fitting bearings is to have the 
surfaces of both pieces true to one another within .001 or .002 inch. 
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In accurate work, this agreement runs into ten-thousandths inch. 
A shrink fit differs very little from a driving fit. It must be 
so machined in both pieces that, when the bored or drilled piece is 
heated enough to expand it a few thousandths of an inch, it will allow 
the cylindrical piece to be easily pushed into it. Then when the 
heated piece shrinks or contracts, a very tight fit is naturally the 
result. There is one thing to be avoided in making a forced fit and 
that is the tendency to swage the metal. This is not the case in a 
shrink fit inasmuch as the piece goes in easily and then the hole closes 
squarely down upon the center. It is very important in making a 
press fit that the cylindrical piece be introduced squarely into the 
hole. In the shrink fit, it is quite necessary that the relative posi- 
tions of the two parts, one within another, be quickly made because 
the shrinking takes place rapidly and causes the two parts to lock 
together. With a forced fit, in which it is contemplated that the 
parts will have to be separated, the surfaces of the hole and the cylin- 
drical piece are lubricated, thus preventing oxidization of the metals 
and making it easier to drive out the shaft. The easiest way to do 
this is to heat the ring, thus expanding it, in the meantime keeping the 
shaft as cool as possible by pouring cold water over it. 

SHARERS 

Characteristics. In many respects the shaper and the planer 
are aUke. The same cutting tools may be used in either and the 
general principles involved in the operation of these machines are 
quite similar. However, they differ materially in design; with the 
planer the work moves to the tool, while with the shaper the tool 
moves over the work. On the planer the vertical and lateral feeds 
are given to the tool, while on the shaper the lateral feeds are usually 
given to the work and the vertical feed to the tool. In what is known 
as the traverse-head shaper, both feeds are given to the tool and the 
work is held perfectly stationary. A shaper of standard design is 
shown in Fig. 66. 

Clamping Work in Shaper. Proper securing of the work in the 
vise on the shaper table for planing operations is a most important 
step in the production of satisfactory work. The variety of work 
assigned to the shaper is great and the operator will continually find 
himself with new problems to solve, problems that require the exer- 
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dsing of good judgment and care. In the majority of cases more skill 
b required in setting up the work than in the actual machining. 

In work that is compact and heavy and where the amount of 
metal to be removed is comparatively small, there is but little danger 
of springing the work; but if the work is large, of irregular shape, or 
light, the danger of springing is materially increased. In the first 




Fig. 68, Typioftl PJUar Bhaper 

place, lack of uniformity in clamping distorts the work and throws the 
machined surfaces out when it is unclamped. Again, the removal of 
the outer surfaces of a casting or for^ng, which frequently relieves 
shrinkage and foiling strains, throws the work out of true. The first 
of these difficulties can be overcome only by using the utmost care in 
setting up the work, and the second, by first roughing off all surfaces 
as far as possible before taking any finishing cuts, thus allowing the 
work, after the roughing, to assume its normal condition. 
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It is very important that the clamping of the work to the table 
be done with due consideration for locating the points of clamp 
pressure directly over the points of support. The supports should be 
firm and bear about equally on the work and the table. If only a thin 
shim is required to level up the work, this should be of metal in pref- 
erence to card board, leather, or any compressible material which will 
allow the clamp to spring the work. Good blocks and parallel bars 
are indispensable in the shaper and planer outfits. For work where 
the points cf support vary in height, leveUng wedges and small jack 
screws are excellent, as they can be adjusted quickly to any desired 
height. These wedges, especially if any single wedge is used, should 
have only a very slight taper. 

Operation Suggestions. When' it comes to operating the shaper, 
the beginner should keep a few points closely in mind. Not all 
geared shapers have a fixed length of stroke, the depth of the cut and 
the speed of the countershaft affecting in a certain degree the points at 
which reversal takes place. Some allowance must, therefore, be made 
for the overtravel of the tool. An excessive amount of overtravel, 
however, means a large loss of time. Roughing cuts should be as 
heavy and with as coarse feeds as the machine will conveniently 
handle and as the strength and character of the work will permit. 
First, before planing side surfaces, see that the top of the tool box is 
inclined from the work: This allows the tool to swing out and clear 
the work surface on the return stroke. If it is not inclined, the point 
of the tool drags hard on the work surface and, should it be inclined to 
the wrong side, the tool will swing into the work and do damage. 
Raising the tool clear of the work on the return stroke preserves the 
cutting edge. Means are often arranged for accomplishing this 
automatically. 

Keep the cross-rail clamped firmly to the housing, when in use, and 
parallel with the table. Before putting in the feed, see that the feed 
gear is on the right spindle, as otherwise the tool may start up or down 
when it is intended to move across the work. As there is usually 
more than one way to do a certain piece of work, you should study 
which is the best way to do it. Those factors that have a great deal 
to do with turning out quality and quantity work are the manner in 
which the work is set up, the kind of tools and the way they are ground, 
as well as the efficient handling of the machine. 
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MISCELLANEOUS EQUIPMENT 

Milling Machines. Although the milling machine is not an 
essential part of the well equipped repair shop, it is really a necessity 
in a large shop which does building and rebuilding and all kinds of 
machine work. In its elemental form the milling machine is made up 
of a rotating cutter which is held in one plane and a moving bed which 
carries the work under the cutting edges of this cutter. -If one is to 
thoroughly familiarize himself with one of these machines, there is so 
much to learn in the setting and manipulation that it is hardly prac- 
tical to try to give a detailed Ust of instruction herein. Therefore, 
only a brief description of the machine will be given. If a man has no 
idea of the operating principles of a milling machine, the quickest and 
best way to familiarize himself is to appeal for instruction from a man 
who knows how to operate this machine. The milling machine is a 
much more accurate tool than a shaper inasmuch as it cuts stock off 
with one sweep where a planer requires several sweeps with new 
adjustments for each sweep if accurate work is to be done. 

Types, The plain and universal milling machine of the column 
pattern are the ones generally used for repair-shop work. In this 
machine, the upper portion of the column carries the spindle and cone, 
this spindle being back-geared in the same manner as is a lathe. The 
outer end of the spindle is supported by a suitable overhanging arm. 
The work table is adjustable vertically and horizontally, these adjust- 
ments being made by means of screws which operate with wheels and 
handles. There is a wide range of cutting speeds provided in the 
feed mechanism. 

CvMers. Milling machine cutters are produced in a variety of 
forms designed to take care of different kinds of work. One of the 
most commonly used cutters is the axial type which has teeth on the 
cylindrical surface only. In the small cutters, these teeth are straight 
across the surface, and in cutters above 1 J inch they are cut spirally. 
Another and similar type of cutter is the plain milling cutter with 
nicked teeth. This has merit in being able to take a deeper cut 
inasmuch as the chips are broken up by the nicked cutting teeth. 

The narrow cutters come in what are known as straddle-mill, 
radial-face, and side cutters. Another type is the end, or shank, 
milling cutter which is similar to the radial-mill except that it has its 
independent shank. These are generally used for small milUng work, 
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and frequently the teeth are cut spirally. When one desires to do slot 
milling at the end of a shank cutter, there is a special type provided, 
having radial teeth on the inner ends provided with cutting edges, 
which enables them to cut their way out when moved along the 
work. For cutting standard T-slots, there are special tools provided 
having a shank end and inasmuch as they work with the shank 
vertical to the slot, it is necessary that the center portion be cut away 
first to allow the narrow end of the shank to pass between. For 
annular cutting, there is a variety of tools built up to take care of 
every kind of this work. Probably the most economical for milling 
tools are those having removal cutters which may be replaced when 
worn out. 

Planers. It is only in the very large repair shops that the planer 
will find use. As the name indicates, the planer is used for finishing 
flat surfaces. As has already been said, the planer resembles the 
shaper, and no further description will be given. 
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BUILDING, EQUIPPING, AND 
RUNNING A PUBLIC GARAGE 



PRELIMINARY PROBLEMS 

RANGE OF BUSINESS 

Service of Public Qaragp. During the years of development 
of the automobile, the problems of its care have been solved with 
equal precision. The automobile mechanic has become skilled in 
his line, so that the repair shops, which are almost invariably a 
part of a public garage, render valuable service in curing the aches 
and pains which every car develops at some time or another. The 
system of garage service, too, has become standardized; but a point 
that is appreciated all too little in the business is that a garage is 
essentially a service proposition. A man takes his car to the garage 
to be cared for and pays the charges for this to relieve himself of 
this work. Many men patronize a public garage because they do 
not want the work of washing, cleaning, and oiUng their cars; many 
others go there because they lack mechanical knowledge and prefer 
to pay for this knowledge and the service which goes with it, in the 
way of adjustments, replacements, and general care, rather than to 
try to learn these things themselves. 

Viewed from this standpoint, the garage is nothing but a service 
proposition, rendering service which the public would rather pay for 
than to carry out itself. No man should go into the garage business 
with any other thought than to render the utmost of service and to 
charge a fair price for it. Many garages have been unsuccessful 
in the past because their owners lacked an understanding of this 
principle, the businesses having been run with the idea of rendering 
as little service as possible and getting as much money as possible 
for it; in short, the garage business has been reduced to a housing 
proposition, that is, payment for floor space and a roof to protect 
the cars from the weather. Another phase of this question is that 
many garages have been unsuccessful in the past simply because 
they rendered services of value without making an adequate charge 
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for it. The garage can no more afford to give away its product — 
services and wprk — ^than can the butcher or, baker afford to give 
away his produce. Similarly, when the garage takes on the sale 
of the most needed accessories as a side line, it cannot afford to give 
these away even in the smallest quantities. Therefore, no one should 
go into the garage business unless thoroughly imbued with the idea 
of selling service and getting as well paid for the service rendered 
as is legitimate. Moreover, this thought should be prominent from 
the start, so that the building can be planned and built with facilities 
for rendering this service the most quickly and easily, and with the 
least cost to the management. 

Selling Cars as a Side Line. The question of whether it is 
advisable and profitable to sell cars as a side line and whether it 
works in well with the garage business is one that depends upon the 
place where the garage is located and also upon the man. There 
undoubtedly are situations in the country or in the small town 
where this combination is a nautral and desirable one, because the 
business will be small enough to make it almost necessary to concen- 
trate everything — sale of cars and of accessories, and the care and 
repair of both after the sale— in a single building and under one 
management. As a rule, however, it has been found that the two 
lines are separate businesses and require separate and distinct 
methods of handling. The men fitted for one business are seldom, 
if ever, suited to the other, and the nature of the buildings — ^its 
fittings or surroundings, equipment, care, heating, lighting, and 
many other things- -is so different as to warrant separating the two; 
in short, it is very seldom that the garage and the salesroom can be 
operated together to advantage. 

Selling Accessories. The secondary question of whether it is 
advisable to go into the sale of accessories must also be considered. 
It might almost be taken for granted that the garage would sell oil, 
grease, and other lubricants; gasoline, kerosene, and other oil prod- 
ucts; but in the matter of the smaller but frequently used accessories, 
such as spark plugs, tire-repair kits, jacks, and other small tools* 
tires, and similar supplies which are in constant demand, local 
conditions outside of the garage usually govern. 

In the country or in the small town, where automobile accessories 
and supplies are not handled by any other stores, it is advisable for 
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the garage builder to consider this point and to provide space and a 
suitable arrangement for handling them. 

In the city, on the other hand, there are many stores that handle 
accessories on a scale far beyond the ability of the garage man. 
This enables the big stores to give a choice in the way of quality and 
price that puts the garage man at a disadvantage. To sum up the 
matter, where the number of people, and, as a result, the number of 
cars and trucks, within a reasonable radius of the garage is great, 
there will be stores specializing in supplies and equipment; and it is 
inadvisable for the garage man to go into their sale on as large a 
scale as capital and business in sight will permit. 

Special Side Lines. Practically the same conclusions apply to 
the matter of including the auxiliary business. By side lines, reference 
is had to vulcanizing and tire repairs; to painting, upholstering, and top 
work; to general machine shop work and alterations on a large scale, 
such as the remodeling of old cars, the conversion of cars into trucks, 
etc.; complete overhauling which necessitates facilities and equipment 
beyond the average garage; and other things. In the country and 
the small town, it is advisable to go into these various auxiliaries as 
far as the business in sight will warrant, but in the cities where there 
are specialists in these lines who can give more and better service, 
give it quickly and advantageously, and perhaps at a lower price 
with profit, it is inadvisable, and the garage man should not attempt 
anything outside of strictly garage service. 

In the medium size town, it is frequently advisable to consider 
the general proposition of having a number of such auxiliary busi- 
nesses in the same building, apparently component parts of the 
garage, but, in reality, separate and distinct firms, each run by a 
different man. This makes a convenient working unit for the people 
owning cars, yet the various businesses being separate, and each 
run to facilitate a special line of work or endeavor, they do not 
conflict; on the contrary, each one derives business from its close 
association with the others. 

Financial Problems. One point which should be considered 
with more care than any other is the matter of financing. It is a 
big mistake to start a garage on the assumption that it will pay a 
profit from the start. This is seldom the case, and the prospective 
garage man should plan his finances so that he will have sufficient 
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money to care for running expenses for a considerable length of 
time. This should be done even if the initial building is not built as 
large as the garage man plans to have it ultimately, and even if the 
equipment is not as complete as might seem desirable. In a very 
short time, if the garage has been planned wisely, the location chosen 
carefully, and if the business is run on a basis which holds all boarders 
who come in and attracts more, the profits will come, and the exten- 
sions of building and equipment can follow. 

CHOOSING THE LOCATION 

Probably no single item will have a greater influence on the 
success or failure of the garage business than the wise choice of 
location. Three things must be considered: existing car owners, 
the location and proximity to main highways, and the allowable 
size and shape of the building. The value of the land will have an 
influence on the overhead expense, for what might seem an ideal 
location in every other way may be beyond the financial means of 
the garage man. 

Land Values and Size of Building. Size is closely inter-related 
to value of land and to the cost of the building, as will be shown 
by a simple example. If a plot 80 x 100 can be arranged to such 
advantage as to hold the same number of cars as another plot 100 x 
100, and the former cost but $8000, while the latter is held at $10,000, 
other things being equal, the first is the best business proposition. 
Suppose both plots will hold 56 cars; then the land cost alone is 
$143 per car for the first lot and $178 per car for the second. Obvi- 
ously, a greater price would have to be charged for storage in the 
second case than in the first, to make an equal margin of profit. 
And what is true of the Fand is equally true of the building, for 
a building 100 x 100 would cost at least 15 per cent more than a 
similar one which measured only 80 x 100. 

Central Location in Territory Desirable. In choosing a site 
there are two points to consider. Generally speaking, that site in 
the proposed territory would be best which is in the geographical 
center of the cars that would use it. This could be arrived at mathe- 
matically, of course, but this is unnecessary, because a rough 
inventory of the cars upon which the garage would depend for patron- 
age will locate a general center of action that is satisfactory. 
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If the surrounding residents protested against a garage at the 
location decided upon, or if there were any other reasons why it 
could not be located in the place desired, a second item would have 
its influence upon the second best choice. This is the ]proximity 
to a through highway. The importance of this point may be judged 
from the plain statement that many garages, during the touring 
season, derive more than 25 per cent of their receipts from passing 
cars. The transient trade grows more important each year as touring 
increases. The influence of this growth would be such that when 
the second choice has to be made outside of the center of action of 
the territory to be served, this location should be such as to bring 
the garage nearer, as much nearier as practicable to the point where 
it can retain the permanent trade and still get that of the through 
highway. 

DETERMINING SIZE OF QARAQE 

Methods of Calculating Size. The inventory of the proposed 
territory is valuable, since it gives a good basis for the size of the 
garage. Obviously, in a territory with but 25 cars all told, of which 
perhaps 15 were well housed in private garages, it would be foolish to 
build for more than 30 to 40 cars, that is, the 10 to start with, perhaps 
as many added in the first year because of the presence of the garage, 
and an average of 4 or 5 transients would be about all that could 
be counted on throughout the first year. This totals less than 25 
cars on the average, and a building large enough to house 30 to 35 
cars is all that this much business would warraiit. Of course, a small 
quantity of oils, gas, and minor supplies would be sold to the owners 
of the other cars, but the profit from these would be very small 
because the sum total of the sales would be small. Transient trade 
bulks up large, by comparison with steady boarders, principally 
because it is almost universally charged about twice as much, that 
is, a garage having a flat monthly rate of $15 a month, will charge 
all transients $1 a day, or "$30 a month, making one transient, while 
it stays, the equal of two steady boarders. The boarders, however, 
form the backbone of the business, since without them the garage 
could not exist to take the transient trade. 

Knowing the number of cars available and estimating the addi- 
tions and the average number of transients during the first year, 
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a rough total can be arrived at which can be used to determine the 
size of the building. An average car must have a floor space of 
approximately 15 x 7, and at least 20 feet should be allowed for a 
comfortable aisle, or driveway, between standing cars. Few cars, if 
any, actually total 15 feet in length, or 7 feet in width, but, on the 
other hand, cars cannot be placed in the space assigned within a few 
inches; so the space given is about as small as can be used. 

Methods of Arranging Cars. The size of car and of the aisle 
space brings out our first rule of garage proportioning, in which 
there are three ways of arranging cars: one row on each side of a 
central aisle; two rows deep on one side, and one row on the other 
side of a central aisle; two rows deep on each side of the aisle; also 
duplications of these arrangements when the garage is unusually 
wide. Taking the figures given above, we get the following preferred 
widths, namely, two 15-foot spaces and a 20-foot aisle for the first 
case, or a 50-foot total; three 15-foot spaces and a 20-foot aisle in 
the second, or a 65-foot total; and four 15-foot spaces and a 20-foot 
aisle in the third, or an 80-foot total. Doubling up on these gives 
100 feet for the first, 130 feet for the second, and 160 feet for the 
third. This last is probably too wide for all normal conditions, 
but the other five are possibilities. 

To make these more clear, Fig. 1, in which these five cases are 
shown, respectively, at A, B, C, D, and E, is presented. The depth 
needed per car is 7 feet; so the width having been determined, and 
one of the above five methods having been fixed upon as the best 
for the purpose, the total depth is found by dividing the number 
of cars to be housed by the number accommodated in one 7-foot 
width, and then multiplying this result by 7. Thus, suppose a 
narrow garage has been fixed upon, under scheme B, Fig. 1, which 
accommodates three cars in one width, or 7 feet. And suppose the 
total number of cars to be provided for is 90; then 3 goes into 90 30 
times, and 30 times 7 gives 210 feet for the total depth. As this is 
deeper than lots usually run, it would be best to change to scheme 
C, which accommodates 4 cars per strip of width, thus 4 goes into 
90 22 plus, and 22 times 7 equals 154 feet for the depth. Under 
certain conditions, a strip might be available straight through the 
block, so that instead of changing to scheme C we could go the other 
way, changing to A and making the garage narrower and longer. 
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Oti this basis, 90 cars would need a strip 50 x 315 feet. The advantage of 
the last method would be to provide two entrances, one on each street. 
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The writer has seen cars placed in a garage parallel to the aisle, 
as sketched in Fig. 2. This placing has the disadvantage of making 
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much extra work in putting in or taking out a car behind those in 
the front row. Usually, where the cars all face in one general north 
and south or east and west direction, there is little trouble in 
getting a car in or out, except at the times when all owners come in 
or go out at once. But as soon as a different placing is introduced, 
there is difficulty, for not only must more cars be moved, but they 
must be moved in different directions, and some of those moved 
will obstruct the passage of the car coming in or going out, thus 
making double work. This method, however, is usable; in fact, 
it is in fairly wide use. It increases the width in scheme A to about 
57 or, in round figures, 60 feet, and adds one car in each two strips 
for every 14 feet. In B it makes the width 72 or, in round figures, 75 
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Fig. 2. ModificatioDB of the Garage Arrangements of Fig. 1, Made Possible by 

Turning Part of the Cars 



feet, and adds one car for every 14 feet of depth. In C it makes the 
width 87 or, in round figures, 90 feet, and adds one car for each 14 
feet, or adds two — one on each side — ^when it is 95 feet in width. 
Schemes D and E may be handled in a Uke manner. 

Modifications of Size Due to Situation. If the garage is situated 
in a small town or in the country, it is possible to slightly trim the 
dimensions given. Thus, a Ford car needs but 12 feet; being uni- 
formly narrower and turning shorter than other cars, it can be handled 
in a narrower aisle. This would mean that a garage entirely for 
Fords could have, under scheme A, Fig. 1, a width as little as 12 + 15 
+ 12, or 39 or, in round figures, 40 feet. This is an unusual supposition, 

204 



PUBLIC GARAGES 9 

but is given to show how valuable the inventory of the territory is 
and how complete it should be, for this inventory would show the 
relative number of small machines. 

Other Modifications and Deductions. Space for Office Fueh, 
Etc. In what has been said previously, the entire inside of the build- 
ing has been figured as storage space and aisles for cars. This is 
not ordinarily possible, for there are many other things to consider, 
all of which deduct from the interior space. First, there is the 
oflSce which must be well and wisely located, for it must govern the 
incoming and outgoing in such a way as to keep a perfect check on 
all cars. Then there is the room, preferably separate from the oflSce, 
for the oils, fuels, and greases. Usually, the building regulations 
require a fire wall all around this room, and, even if they did not, it 
is good policy to build it that way. Then, the wash rack is a very 
important place and takes up the space of at least two cars, possibly 
more. Toilet rooms for both sexes, lockers, air compressor, and other 
things require floor space. Also, if there is a sales department 
connected with the garage, either for small things or for the larger 
units, as tires, a show room and storage space are both needed. 
Then, too, there is the matter of auxiliaries. If the shop has a tire- 
repair department, space must be allowed for this. Similarly, if any 
of the other auxiliaries are included, they deduct from the floor space 
for car stora*ge. 

Space for Stairways and Elevators. If the building is more 
than one story high, the space taken up by the elevator and imme- 
diately surrounding it on all floors, or that 'taken up by ramps, or 
inclines, if they are used, must be considered. This space might be 
thought to be small at first, but, in figuring it over, it will be found 
that the elevator must be at least 16x8 in size, which means at 
least an 18 x 10 total. To this space must be added at least 10 x 10 
for the machinery to operate it, and approximately as much more, 
10 X 10, which must be kept clear at the elevator in order to give 
access to it readily. This space totals 38 x 10, a space almost equal 
to foiu* cars, which should be deducted on each floor, while ramps 
would take out still more space. 

Spa^ie for Posts. In order to support the roof or upper floors, 
as the case may be, posts or expensive structiu*al steiel trusses are 
necessary. The location of these posts influences the arrangement of 
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the cars, both as to width and as to depth, so that unless they are 
very cleverly placed much space can be lost around them. In a 
comparatively large garage of considerable width where more than 
one row of posts is needed, the space taken up by posts mounts 
up considerably, and can easily total that of two or three cars. 

Summary of Deductions. By the time the space of two cars is 
allowed for the oflSce, that of two more for toilets, one for lockers, 
one for the fuel and oil room, that of two or three more for the wash 
rack or twice this amount if there are two wash racks, that of one 
or two for the posts, etc., and the total added up, it is found that a 
fairly large percentage of the storage space is gone. If the building 
be one with upper floors, it is found that elevators or ramps have 
taken out fully as much more, and that all this deduction is repeated 
on each floor, with the exception of the oflSce space and of the fuel 
and the oil spaces. 

All the modifications and deductions stated in the preceding 
paragraph must be taken into account in laying out the original 
plans and in buying the site and erecting the building. If the net 
floor space which can store cars, and the number of cars which can 
be stored in this space be multiphed by the average price which can be 
obtained for each space, the answer will, to a great extent, determine 
the revenue. Consequently, if the deductions reduce the space 
below the point previously considered necessary, the size should 
be increased to compensate for this loss, that is, if deductions cut out 
10 cars that were figured in, the size should be increased suflSciently 
to house 10 more cars than were provided for originally. 

The plans for four different sizes of garage will be considered 
in detail. These plans are not offered as ideal, for such a thing as an 
ideal garage does not exist, but they will present, in a more easily 
grasped form, some of the diflSculties of garage planning and construc- 
tion. The sizes have been selected upon the basis of being: small; 
medium size; large; very large. 

Except for the very large size, which is too large for any but 
city use, these garages might be located anywhere. After the garages 
have been considered in detail, the matter of equipment will be taken 
up, and the equipment that is generally considered necessary will 
be indicated; also the equipment that is desirable and perhaps 
profitable but not necessary, as well as that which the handy garage 
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man can make for himself; most of the latter equipment is also 
desirable and profitable, but it is not absolutely necessary. Finally, 
such other details as heating, ventilating, safety, lighting, cleanliness, 
and other similar subjects will be considered according to their value. 



DESIGNS OF PUBLIC GARAGES 

SMALL SIZE GARAGE 

While it might be considered small in the country, or in a very 
small city or town, a garage approximately 50 x 100 is generally 
spoken of and considered as a small garage. Such a garage can seldom 
be arranged to regularly care for more than 25 cars and take care 




Fig. 3. Average Arrangement of Small Garage (50 x 100) to House 27 Cars 

of them well. If any accessories are sold, the space they occupy 
cuts down the number of cars. If an agency for a car or a truck 
is maintained, space must be provided for a show room and sales- 
room, and a building of this size can seldom be used to store as many 
as 20 cars. Although it may seem large, it is, in reality, small. 

Typical Arrangements. Layovi 1. Let us see how this space 
can be arranged to the best advantage. In Fig. 3 is shown a layout 
in which the cars are arranged along the two walls at the front part 
of a 50 X 100 building, but the last 32 feet of this space have been 
partitioned off into a form of repair shop, with a bench along the 
rear wall and a few tools in one corner. This layout provides no 
office and no locker space, but just the bare storage room, with a 
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little space for repair work, and few facilities for doing it. It accom- 
modates 26 cars, as the sketch shows. 

Layout 2. If the intention was to have storage space only, 
with simply a bench provided for repair work, this space could be 
managed more advantageously by rearranging it, as shown in Fig. 4. 
Here the partition has been taken out, and for a short distance 
along one wall all cars have been moved out into the central aisle 
a few feet. This allows room for the work bench and space beside 
it in which to do work. Space is provided for 28 cars, 2 more than 
in layout 1, and, if it were necessary, two cars could be put against 
the rear wall in the aisle, as shown by the dotted lines, to make a 
total of 30. Of course, the corner for tools and the tools themselves 




Fig. 4. Rearrangement of Small Garage to Hold 28 (and possibly 30) Cars 




have been taken out, but, aside from that, the rearrangement has 
added almost 16 per cent to the revenue. 

Layovi 3. This is perhaps the maximum space for this size of 
garage, as nothing but storage space has been provided. If a wash 
rack is to be added, that will cut the storage space down. So, too, 
will an office for accessories and a show room. Another arrangement 
is shown in Fig. 5, in which the entire front of the building is given 
up to display, the cars entering at the rear. Note how the show room 
takes the larger part of the front, and the accessory salesroom the 
other part; aIso how the offices, toilet rooms, and stock room take 
up space back of the salesroom, so that the garage itself houses 
but 19 cars. The wash rack is really in the aisle, although at one end. 
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Layout 4- By elimmating the private office, or rather combining 
it with the other office, with a door opening into both the show room 
and the accessory salesroom, and by leaving' out the toilets, as indi- 
cated in Fig. 6, which is this same plan revised, 5 cars may be added tb 
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the storage total, making 24 in all. This arrangement would he 
particularly good if the shop walls of the central office were of glass, 
for then it would be possible for a person in the office to keep track 
of the entire establishment — show room, accessory salesroom, and 
garage. ' This layout provides for oil and gasoline storage, tools. 
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work bench, wash rack, salesroom, accessory room, stock room, 
and office, yet it houses 24 cars. 

Layout 5. Another 50x100 floor plan is shown in Fig. 7. 
This plan provides for the grouping in one unit, on the right side 




of the entrance, of the two salesrooms, office, stock room, and men's 
toilet. It is intended for the man or firm wishing to have consider- 
able window display space at the front, and, for that reason, both 
the salesroom window at the right and the other window at the left 
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are arranged for displays. The window at the right is for cars, 
white the one at the left is for small parts. A good idea of this plan 
is obtained from the front view of the establishment, Fig. 8. This 
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Fi(. 7. Different Arruigeineat of Snutl Garue i. 

Coiirte<v of "Motor WorU" 

plan is mentioned because it has a bearing on the floor space available 
for car storage, the display window for accessories and the oil-barrel 
arrangement just back of it taking up the space of one car. 




A modest repair outfit at the rear is composed of a work bench, 
lathe, drill, emery wheel, and press. The capacity, as shown, is for 
17 cars, but by arranging the cars directly back of the accessory and 
parts stock room and parallel to the aisle, as shown in the dotted 
lines, one car can be added, making. the total IS. 
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Modification of Layout 5, Considering the diversity of other 
things provided for, this layout seems excellent. For the man who 
might like this arrangement, yet who does not wish to give any 
space to car sales, the layout shown in Fig. 7 can be modified. The 
oil barrels can be removed and the accessory department moved to 
the extreme front, while the accessories and parts stock room can be 
eliminated. If the garage man sold only small accessories — ^the little 
things which could be handled at a simple counter or from ordinary 
shelves on the wall back of the counter — he would need little or no 
stock room, as such storage room as* was needed for excess stock 
could be found under the counter, on the top shelves, or elsewhere. 
By this rearrangement, as can easily be figured, 8 or 9 cars may be 
added, making the total 25 to 26 cars, without changing the front 
or general good arrangement; in short, the layout shown in Fig. 7 
provides for a car-agency arrangement, and also storage for 17 or 
18 cars. The same layout without the agency space can be arranged 
for the storage of 25 or 26 cars. 

In making his initial plans and the building layout, the garage 
man must balance his income from storage plus that from car sales 
against the increased income from storage alone, that is, in the two 
layouts just shown in Fig. 7 and its suggested change, he must figure 
out whether he will make more money from a 17- or 18-car garage 
and a sales agency, or from a 25- or 26-car garage and no sales 
agency. The accessory sales are about the same in the two cases, 
although possibly in the case of having a car agency, he might sell 
more accessories to the people who bought cars from him. This 
question, however, is problematical. 

MEDIUM SIZE GARAGE 

Typical Arrangements. Layout 6. In the following, a garage 
is considered of medium size, which has a floor space of approxi- 
mately 10,000 to 12,000 square feet. In a square form, this gives 
from 100 X 100 to 100 x 120 feet, and in a long narrow form, 
60 X 200 feet, with various other forms in between these two. As 
a matter of fact, neither the exactly square form nor the unusually 
long and very narrow shape is an advantageous one. A floor plan of 
a Brooklyn, New York, public garage is shown in Fig. 9. This garage 
measures exactly 100 feet each way. It is on a corner, with an 
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entrance on each street. Moreover, the single central post appears 
to give a maximum of floor space. The supply room and the oflBce 
are small, and apparently little space is wasted or taken up for 
things other than car storage. Yet, when we come to figure out 
the number of cars which this building will store — only 30, as can 
be figured from the plan, Fig. 9, and with little or no aisle room, 
so that cars would have to be moved every time one not in the 
first row was taken out — ^the truth of the statement that the square 
shape is not economical is proved. By inspecting this layout 
for an opportunity to improve upon it, we see that only two things 
can be rearranged to advantage. One is to reduce the number and size 
of the lockers. This size 
and arrangement may 
have been forced by local 
conditions, competition, 
or by some other reason, 
but even that arrange- 
ment of lockers is not 
as good nor as economical 
of space as if they were 
grouped in one corner. 

The washstand, how- 
ever, seems to occupy the 
best comer of the build- 
ing, yet there is a space 
on the Sea Gate Avenue 
front, between the office and the door, which is large enough for the 
washstand but which will hold only one car. By moving the washstand 
to this spot, the other corner would be available for cars. These 
spaces are shown by the dotted lines, which indicate that four cars 
could be put in the space now occupied by the washstand and this 
number, less the one lost in the other corner, would make a net gain 
of 3, bringing the total to 33 cars. If, now, it were possible to place 
the lavatory in a corner of the office space by slightly reducing its 
size, say from 8 x 8 to 6 x 7, two cars could be put in the space which 
it now occupies. So this square shape could store as many as 35 cars. 

It compares unfavorably with the preceding layout, the 
rearranged Fig. 7, which was only 50 x 100 and was rearranged to 




Fig. 9. Brooklyn Medium Sise (100 x 100) Garage, 
Located on Corner 
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house 24 cars, while this 100 x 100 can hold 
but 35. If this shape were as efEdent as the 
other, the doubled size should hold at least 
twice as many cars, or 48. 

Layout 7. A New Jersey establishment, 
very long and narrow in shape, is shown in 
Fig. 10. This garage is built on a comer and 
extends through to a rear street, so that it 
has three street fronts. The third street front 
is utilized only for light, as the location of the 
repair shop at the end precludes having an 
a entrance there. The dimensions show that this 

garage is not quite as large as the other, since 

1 it has but 8100 square feet of floor space. 
I Moreover, it is so narrow that a row of cars 
- cannot be put along each of the two walls 
I to take advantage of the kngth. The best 
£ that can be done is 20 cars along the one 
a all, with a maximum of 6 along the street wall, 
^ and even this number can be obtained only 
I by placing them at an an^e. The repair 
I shop is sufficiently large so that it might 
I easily hold 5 cars on which work was being 
I done. This gives a maximum of 31, or if the 
-g repair shop be considered as separate from 
^ the storage, 25 only, 

^ Two ways of improving layout 7 suggest 

£ themselves. One of these is to move the 
^ chauffeur's room, charging panels, and trans- 
former inside the repair shop; by doing this, 
storage space for 2 more cars along the wall 
could be gained. The other method would 
be to move the repair shop up alongside of the 
office and the tire room. This can be done 
in two ways: It can be placed along the back 
wall, where a depth of 49 feet would give it 
about 60 per cent of its present space, replacing 
7 cars. Then at the rear, in its former space. 
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providing the vulcanizers were moved with it, space for a total of 
9 cars could be made. This would be a gain of 2 cars, which, 
with the previous gain of 2 by moving the chauffeur's room, gives a 
total of 30 storage cars. On the other hand, the repair shop would 
be so small that it could accommodate but three cars for repairs. 

The way to improve this layout would be to place the oflSce 
and tire room back alongside the repair room, allowing the repair 
room to occupy the full width of the building. In this rearrangement, 
the chauffeur's room, charging panels, and transformers would be 
taken care of also, so that while 16 feet would be taken off the length, 
the entire balance of the floor space would be available for storage 
of cars. This rearrangement would not take off anything at the rear, 
and the space added at the front corner would store 6 cars, while 
one more could be set at an angle against the outside wall. This plan, 
then, would bring the total capacity of this long narrow garage up 
to 33 cars. The only way in which the layout could be further 
improved would be by the removal of one of the doors on Railroad 
Avenue; by doing this, 2 more cars could be set at an angle along 
that wall, making a total of 35. When cars are set at an angle like 
this, however, the projecting corner of each car makes a bad point to 
pass, as this corner is a fender, which is a rather weak unsupported 
part. This arrangement, too, cuts down the available aisle to a 
space scarcely sufficient for cars to pass through, certainly not 
enough for them to pass through at speed. 

Layout 8. Both the above arrangements provide for car storage 
and small accessories only, one having a repair shop, with battery- 
charging and tire-repair facilities, but neither having car sales space. 
A layout with sUghtly more floor space is shown in Fig. 11. This 
layout is an irregular space having a tapering corner which renders 
it doubly interesting, and space is provided for painting and trinuning, 
also for a small car salesroom, and for an additional store that could 
be rented. The car space will store an even 40 cars, while the repair 
shop provides space for 6 more, and the paint shop and the trim room 
can acconmiodate 2 cars each, thus making room for a total of 50 
cars in the estabUshment. 

The building is on a corner and has entrances on three sides. 
If the prospective garage man has a layout hke this, and if it were 
desirable to make it yield more revenue by adding storage space, 
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the elimination of the store and the small office corner would allow 
storage for about 8 more cars in that space. In figuring this space^ 
however, the net additional revenue from 8 cars would have to be 
balanced against the net revenue from the rental of the store. In 
this layout, where the offices are at the front and the paint and 
trim shops are at the rear, the cars enter from the street at the right, 
while the other cars can enter either at the front or at the rear through 
the repair shop.. Consequently, the space at the rear end of the 
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Fig. 11. Combined Garage, Salesroom, Paint. Trim, and Repair Shop on Irregular Comer 

Courtesy of " Motor World" 

right portion of the building could be used for two more cars, as 
the dotted lines show. These two changes would bring the capacity 
up to 50 storage cars, with 10 more cars in the three shops, so there 
would be a source of revenue from a total of 60 cars. 

As the tapering corner is the part that gives the trouble, layout 8 
might be improved by using this irregular portion for the three 
shops. If a partition were run from the back to the front, between 
the door and the window in the far corner and parallel with the 
right side until it met the present office lines, it would leave a car 
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storage space 85 x 60 feet, with square comers and three entrances. 
It would also give all the oflSce space of this layout and allow the 
shops more floor space than they have, that is, over 3400 feet as 
compared with over 3000 feet. This layout, shown in Fig. 12, by 
narrowing down the present aisle from the street at the right and 
putting in another double row toward the back would permit storing 
47 cars. In addition, two more cars could be put in the corner 
where the two aisles meet, thus giving storage for 49 cars as compared 




Fig. 12. Rearrangement of Medium Garage Shown in Fig. 11, to Give More Regular Car Space 

with the present 40, and yet retaining all the present advantages. 
This might seem a small amount for so much trouble, but it can be 
figured as follows; If one car pays a minimum of $20 a month, 
which is $240 a year, 9 cars would add $2160 a year or, in round 
figures, $2000. At the same time, all three repair shops have more 
space than previously, and the garage space is cut down to a rec- 
tangular shape, with four square corners, making it easy to arrange, 
use, and keep clean. This rearrangement also makes the garage 
portion more accessible for cars, despite the fact that the front 
street entrance is eliminated in so far as the garage portion is concerned. 
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LARGE SIZE QARAQE 

General Characteristics. A garage is considered large which 
has in excess of 20,000 feet floor space, that is, while the small garage 
would have about 5000 feet, and the medium size garage somewhere 
near 10,000 feet, the larger form would be about twice the size of 
the medium, or four times the size of the small garage. As a general 
thing, there are few garages of this size, which would work out at 
somewhere between 60x340 for the longest and narrowest shape, 
and 150 x 150 for the square, that is, when a garage has suflScient 
business to warrant this much floor space, it is in a section where 
the land is too valuable to be used in the form of a one-story building, 
for which reason most of the large garages occupy two stories, two 
stories and basement, three stories, or even more. This immedi- 
ately brings in a point not previously- touched upon, namely, the 
method of handling the cars on other floors than the ground floor. 

Elevators vs. Ramps. In garages of more than one story, the 
cars are handled in one of two ways, by means of elevators or by 
inclines called ramps. Ramps have come into use in the last few 
years, and present the following advantages: They are usable at 
will, at any time of the day or night; the attendant and the machinery 
to run the elevator are eliminated, as is also the danger from the open 
pit. The ramp minimizes the fire hazard, which the elevator shaft 
always increases by providing a natural chimney, while ramps are 
never continuous from basement to top floor, and are made of concrete. 
On the other hand, they take up more space on all floors than 
elevators. Where the layout of the building allows it, however, they 
are considered a better investment. Certainly, from a service view- 
point, ramps can and do render much quicker and more eflSdent 
service than any number of elevators. They are said to cost less, 
for the increase in the building cost is more than offset by the saving 
in the cost of the elevator and its machinery. 

In the large garages to be shown and described, some have 
elevators and others have ramps, and although no direct means of 
comparison is afforded, an analysis can be made in every case, and 
the question of which method would have been better can be settled. 

Typical Arrangements. Layout 9. Fig. 13 shows a one-story 
garage of the amount of floor space which entitles it to be called 
large. It is an old remodeled building with a width sufficient to 
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allow the arrangement 
B, shown in Fig. 1. 
With this arrangement 
the building has room 
for 100 cars. There is 
provision for a small 
store, a stock room, 
oflSce, toilets for men 
and women, wash rack, 
also fuel and oil pumps. 
The latter are placed 
at the street front, just 
inside the door. The 
building, although as 
long as the average 
block is deep, does 
not run through to 
another street, so there 
is no back entrance. 
This plan makes it 
possible for some cars 
to be placed at the 
back end of the aisle 
against the rear wall 
and as far forward as 
seems advisable, as in- 
dicated by the dotted 
lines. Despite the 
number of windows on 
all four sides, it is 
advisable to have 
several skylights in a 
building of this size 
and shape. In an old 
building altered for 

garage use, the better way is to cut the skylights through the roof. 
Use of Basement. This layout, beyond its unusual length, 

shows few, if any, features. It has, however, everything on one 
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floor. When it comes to building several stories, the question arises 
as to whether it is cheaper to excavate a full basement and use that, 
or to merely go down far enough for foundations and build one story 
higher to offset the lack of a basement. In a specific case where 
three floors are needed, they can be obtained by the use of a basement 
and two stories, or three stories above ground and no basement. 

The question of which construction is better must be settled 
by local conditions. If the general increase appears to promise a 
need for more space in a few years, the basement and two-story 
building would provide the three floors for the present need, and the 
walls could be made heavy enough for the addition of one or more 
floors above, later. On the other hand, the three floors might repre- 
sent the limit of future expansion, that is, as far as the garage man 
could see ahead, while excavation was high priced, or the site con- 
tained rock or something of that sort. At any rate, it is a question 
to be settled in advance, for the basement cannot be put in after 
the building is erected. 

Steady boarders do not like the basement unless it is unusually 
well lighted and kept very clean. But this is not a great disadvantage, 
as there are many things about a garage that patrons do not like. 
If a choice is offered between a basement with a ramp and a third 
story, the patron will take the basement every time. From the view- 
point of some garage men, the basement has the advantage of lacking 
in natural light, and there is a disinclination on the part of patrons 
whose cars are located there to work on them, consequently the garage 
gets more work than it would if all cars were on or above the ground 
level where the floors are well lighted and the owner is given to 
doing much of his own work. 

Layout 10. A three-floor garage with two elevators is shown 
in Fig. 14. This might be either a basement and two-story buildino^ 
or a three-story building. The layout includes a repair shop ana a 
paint shop, located at the rear of the top floor for the best light and 
occupying the full width of the building. On the ground floor 
is a salesroom, accessory sales space, stockroom, office, a private room, 
and toilets for men and women. In the car-storage space are two 
wash racks, located directly in front of the two side entrances. The 
lack of wash racks above the ground floor would appear to be a big 
disadvantage here, for the 54 cars on the second and the 33 cars on 
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the top floor would have to be brought down one at a time, washed, 
and then taken up again, or else not washed at all. 

Since a paint shop needs a form of wash bench, it would seem as 
though one should have been laid out on the top floor in connection 
with the paint shop and another on the second floor, to obviate this 
drawback. On the other hand, a garage of this type will often rent 
most of its entire top floor, totaling, in this case, space for 33 cars, for 
dead storage, the balance being occupied by cars to be repaired, for 
which there is not room in the repair shop. In this case, no washing 
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or other attention need be given the cars; so, in the usual garage, 
the need of light and heat would be eliminated. It is an excellent 
layout, and could not be improved upon for quantity or economy of 
space, unless the ends of the aisles at the front and back of the 
building were used. As the dotted lines show, this would add room 
for four cars on the second floor and two on the top. 

ImprovemenU of Layout 10. The elevator arrangement in this 
building might be criticised on the ground that the two elevators are 
so close together and so located in the middle of the building as to 
be no better than one, except for frequency of service. As they are 
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placed, they take out the space of three cars on every floor. If they 
had been placed back in the corner at the rear, -only two cars each 
would have been displaced on the ground and second floors, but the 
paint shop arrangement would have been upset, and there would still 
have been the objection of two elevators side by side being little better 
than one. If the elevator nearest the front were heft where it is, and 
the other one moved back to the rear corner, the two cars displaced 
on the ground floor would have been offset by the three which could 
be added at the present position, thus gaining one. On the second 
floor, the two cars displaced would just equal the two which could 
be added, while on the top floor two cars would be added, so that the 
net result would be 3 car spaces gained. In addition, the paint, 
repair shops, and the second floor would get better elevator service. 
Layout 11, A typical city garage, built on a very narrow lot, 
so narrow that the garage floor space is not economical, is shown in 
Fig. 15." This is the first-floor plan, as the basement is not used for 
cars, although the three upper floors are. The arrangement shown, 
with the oflSce, clothes closets, and toilet in one corner at the front, 
the entrance on one side, with the elevator at the rear on the same 
side, the wash rack alongside the elevator, and the stairs close to the 
wash rack, all cut into the space so that but 19 cars can be housed. 
If the building were a few feet wider and had the entrance in the 
middle, the cars could be lined up along the two walls, in which case 
the single floor capacity would be in excess of 32 cars. On the upper 
floors this is actually done, as a large percentage of the vehicles are 
taxicabs, the owner of this garage being interested in a taxicab 
company. These taxicabs are small, being shorter than regular 
touring cars, and therefore need less space for standing room and for 
maneuvering. As a result, the second floor houses 30 cars, the third 
floor 30, and the top floor about 10, the balance of this floor being 
given up to the repair, paint, and trim shops, and to cars waiting to 
be put in shape. There is a wash rack on both the second and the 
third floors, immediately above the one shown on the ground floor. 
The whole makes a convenient arrangement, considering what the 
building is and the impossibility of lengthening or widening it, or of 
making any other material change. Fig. 16 shows a photograph 
taken on the ground floor, and Fig. 17 shows one of the upper floors. 
These pictures show no crowding, as they were taken during 
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the day when nearly all cars were in use, so that by comparison 
with its total number of machines, the garage was ahnost empty. 



Layout 12. Another garage of about this same total capacity is 
shown in Fig. 18, but this is both wide and deep, and has a basement 
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which is used. The connection from ground floor to basement is by 
a ramp along one wall, but so placed as to have direct access to the 
street. There is provision in one corner for a small car salesroom, 
an accessory salesroom, stock room, private oflSce, and a general 
room, also an aisle to the shop, off of which are the toilets, as weU 
as a fair size store for renting. On this floor are also two wash racks 



rURHACt. 



1 1 




l^^ilU'JlBHil 



■■■IKJII! 'JlKi 




mmmm 




Fig. 18. Basement and Ground Floor of a Large Garage, Using Rampd 

Courtesy of " Motor World'* 

and a fair size repair shop. The basement has no provision except 
for cars, and a furnace room in one corner, which houses the heater 
and the coal. It accommodates 50 cars, despite the ramp and many 
aisles. The capacity could be increased to 60 cars, by putting them 
in the ends of the aisles against the walls and under the ramp. 

On the ground floor are three entrances, which give easy and 
quick access to the cars. The arrangement is good, compact, and 
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eflBcient, the ends of all aisles forming the wash racks. The capacity 
might be increased by taking out the store for renting and utilizing 
the space for cars. By making this change, 6 more cars could be 
accommodated. The present total is 35, and this would bring it up 
to 41. In considering this change, the revenue from 6 cars the 
year round would have to be balanced against the annual rent of 
a store of this size. The whole building now houses 85 cars, but 
with the suggestions made, it could handle 100, as it has 22,500 
square feet of floor space. This gives an average of 265 square feet 
per car for the original layout and 225 for the modification. As a 
car occupies but 15 x 7 feet or 105 square feet, it can be seen that 
this garage, which has a good average layout, is about 40 per cent 
eflScient, and" could be made 47 per cent. It is an unusually good 
layout which works out at 50 per cent, everything considered. 

VERY LARGE QARAQE 

When a garage can or does house in excess of 100 cars, or when 
its floor space is 30,000 square feet or more, it is not an exaggeration 
to call it a very large one. The very large garage is interesting beyond 
the other forms just described because its equipment is usually more, 
complete, it possesses more facilities for doing work, its arrangement 
is generally studied out more carefully because of the enormous 
investment, and because of the number of cars which must be over- 
handled. 

Typical Arrangements. Layout 13. An unusually large garage 
is shown in plan view in Fig. 19. This is unusual for the reason that 
it houses only 100 cars and a few odd dead-storage vehicles when its 
width and length would allow the handling of almost twice that 
number with ease. It is one story high, without a basement, and has 
a chauffeur's room, a toilet, an office, a storeroom, and a wash rack, 
all*housed in an L near the center of one side. Aside from vacuum- 
cleaning machinery, the balance of the entire floor, which runs clear 
through a city block, is available for cars. This space is 88 feet 
wide and 275 feet long, sufficiently wide for an arrangement like C, 
Fig. 1, with an additional width of 8 feet in the center aisle. This 
arrangement provides for 4 cars per 7 feet of length. The garage shown 
is 275 feet long, so there could be 39 such strips. Even if 2 cars were 
omitted to make room for the vacuum machinery, and 4 more in 
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front of the oflBce and wash rack, there would still be space for 150 
cars with a central aisle of unusual width. The garage actually has 
100 and will take no more. 

Use of Vacuum Arrangement. The vacuum machinery is an 
unusual feature. It removes all dirt and dust from all cars. The 
machinery is connected to each car space by means of a 2i-inch 
pipe, while a removable hose with a nozzle is carried around by the 
workman. Another unusual feature is that the machine shop, which 
is large and unusually well equipped, is located two blocks away. 
In addition to its broad central aisle, approximating 58 feet with 
but two rows of cars along the walls, two very large central skylights 
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Fig. 19. Very Large Western Garage Which Runs through the Block 

make it very light and airy. Another feature is that each car space 
has a steel locker 40 inches one way, so that the largest tires in use 
can be stored there with perfect safety. The arrangement of the 
entrances is well worked out. On the street at the right there is but 
one entrance, this being used for both entrance and exit, but on the 
other street, where there are two, one is used for entrance only, and 
other for exit only. 

Laymd I4. Another very large garage is shown in Fig. 20. 
This garage has a shape not unlike the one shown in Figs. 11 and 12, 
and the size is not radically different, being 100 feet wide by from 
100 to 154 feet long, an average length of 127 feet. It differs from 
/the other in that perhaps 50 per cent of the ground floor space is 
given over to salesrooms, offices, elevators, and apparatus, and also 
in having four floors and a roof; the roof is a special feature to be 
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spoken of later. This garage was built for and is run in connection 
with the sales agency for one of the largest cars, hence the amount 
of space given over to the salesrooms at the front of the building. 
While the single elevator might be thought inadequate for a building 
of this size and height, in combination with the turntables provided — 
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Fig. 20. Very Large New York City Garage with Many Unusual Features 



two on the ground floor and one on every other floor except the roof — 
it is quite suflScient, and there is seldom, if ever, any waiting. 

The car capacity is 20 on the ground floor; 60 on the second 
floor; 75 to 80 on the third, which is utilized for dead storage; and 
from 40 cars upwards on the fourth, which has a large and very 
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well equipped repair shop; and 25 cars on the roof. The latter is a 
distinct feature never seen elsewhere. The building has a high 
ornamental coping rising more than 10 feet above the roof, which is 
covered with tile. Inside of this coping, around the two sides of the 
obtuse angle, that is, the south and west sides, a light roof has been 
carried in for 25 or 30 feet, making a protected space of that width 
along those two sides. As the elevator runs up high enough to serve 
the roof as well as the lower floors, cars can be placed in this space 
and be as well protected as on. any lower floor, except against a driving 
rain or snow from the north or east, accompained by a very high 
wind. Even then it is doubtful if the car would get wet. This space, 
in sunamer months, is as good as space anywhere else in the building. 
The length of the roof along these two sides is such that the cars can 
be placed end to end along it and still leave over 10 feet of working 
space under the light roof. This gives a capacity, in round figures, 
of 150 cars on live and 75 to 80 on dead storage, or 225 to 230 cars 
total which the garage handles. About 50 men, exclusive of sales 
and oflSce employees, are needed to handle this number properly. 

Prices for Service. The prices, which are those of the trade 
association, are about as follows: 

STANDARD GARAGE CHARGES IN NEW TORK CITT 

Runabouts below 20 h.p $20.00 

Touring cars from 20 to 40 h.p 30.00 to $35.00 

Touring cars over 40 h.p 40.00 

Roadsters over 40 h.p 3a.00 to 35.00 

Landaulets, any power 30.00 to 35.00 

Limousines, any power 35.00 to 45.00 

Transient storage, per night, no cleaning 1.00 

Repair work, per hour 75 

Dead storage 10.00 and up 

Striking a rough average of the 150 cars on live storage at $30 
would give a monthly revenue of $4500, and the dead storage on 
the 80 cars at $12 would bring in $960 a month, a total of $5460 a 
month, or $65,520 a year. This estimate is exclusive of repair work, 
spare parts, accessories, oil, gasoline, grease, waste, etc., all of which 
would probably bring the yearly income up to $75,000. 

Layout 15. Another very large garage, interesting by reason of 
having ramps up to the third floor, is shown in Fig. 21. Not that 
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ramps cannot be used as high up as desired (6, 8, or even 10 stories), 
but it is unusual. When a high building is considered, the elevator 
is usually thought best, while ramps have the preference in a low one. 
This garage, with its three floors, has almost exactly 30,000 feet of 
floor space, housing 127 cars and giving an average of slightly over 
236 square feet per car, as against the 105 considered necessary. 
This garage has an efficiency of 44.5 per cent. 

The ground floor has two unusually large show rooms at the 
front, on either side of an entrance, with an accessory salesroom and 
stock of parts back of one of them. At the rear are two more 
entrances, one central, the other to the ramp. The wash rack is in 
the center of the aisle, midway of its length, and thus handy from 
both ends. The second floor is very simple, with the ramp coming 
up close to one side wall, crossing the building and going on up 
alongside of the other wall. This influences the layout of the cars, 
which is square and very simple, with a wash rack at the end of the 
large longitudinal aisle. The third floor has the ramp coming up 
at one side near the end, while the repair shop is across the rear 
end. This combination calls for a broad center-aisle space and 
considerable other waste room. Even with this waste, the ground 
floor has spaces for 40 cars, the second for 50, and the third for 37 
cars, outside of those in the repair-shop. One car could be added on 
the second floor, and two or three on the third, without disturbing 
anything, as shown by the dotted lines. The sketch at the bottom 
shows how the ramps proceed from floor to floor. The big problem 
in laying these out is to balance the desire to save as much space as 
possible against the keeping of the slope within a reasonable figure. 
Of course, cars coming in under their own power can negotiate slopes 
up which it would be very difficult to push a car by hand. 

FINANCES AND BUILDING COSTS 

Income and Expense Estimates. As something has been said 
about costs and also about revenue, it will be well to take up the 
subject of financing. In this connection, the sets of figures in Tables 
I and II are of pertinent interest. A group of men planning a large 
garage in New York City brought the estimate of costs, as given 
in Table I, to the writer for comment. In this estimate it seemed 
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that everything was figured and figured properly, yet there was 
no profit. The amount left for net income, $6900, was but 2f per 
cent on the total investment, and was not considered an adequate 
return. 

Analysis of Actual Estimate. The writer was asked to go over 
the figures and see what was the matter with them. The biggest 
item was that of the building itself, and it was discovered that this had 
been figured at 18 cents per cubic foot, while good standard practice 
showed but 13 cents necessary in garage construction, and very 
serviceable garages had been built and were in satisfactory operation 
which cost but 12 cents per foot. As the idea here was to show an 
opportunity for large profit, the lower cost per foot was used as a 
basis for a revised estimate. This changed the building cost, the 
interest on the building while being built, the cost of obtaining a 
building loan on it, and, in the operating expense, lowered the annual 
interest charges. 

On the other hand^ no allowance had been made for equipment, 
elevators being included in the building cost, and other equipment 
was considered as "not costing much". In the matter of the number 
of machines, the spaces had not been well planned, and a 
rearrangement showed how 290 machines could be housed instead 
of 165. The district selected being an excellent one, where there were 
many cars and not many garages, also where the opportunity for 
motor trucks was beginning to show up very large, the vacant space 
was cut down from 20 per cent to 15 per cent. The revenue per car 
was refigured on the basis of actual gasoline, oil, and other supplies 
which an average city car would have to have, and the profit figured 
from this. It substituted a more exact method for a lump sum 
process. 

Analysis of Revised Estimate, Table II shows the revised 
figures and indicates how the final profit of over 30 per cent was 
arrived at, this being over and above the 6 per cent interest on the 
money invested. In looking these figures over in the light of present 
conditions, it would seem as though fewer elevator men would be 
needed, but this would be offset by the fact that the office force seems 
inadequate for a building of this size and for the handUng of such a 
large number of cars — ^almost 250 — ^with the attendant number of 
book.accountSc 
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TABLE I 
Five-Story and Basement Qarage 

FIRST ESTIMATE OF COST 

Ground $60,000 

Building (1,000,000 cu. ft. at 18 cts.) . ._ 180,000 

Architect 2,000 

Interest on ground during construction 1,600 

Interest on building dming construction 2,400 

Taxes and insurance during construction 1,000 

Cost of obtaining loan 5,000 

Incidental expenses 3,000 

Total cost $256,000 



FIRST ESTIMATE OF INCOME 

5 Stories, 30 machines each at $30 average $54,000 

Basement, 15 machines at $30 average 5,400 

Gasoline, oils, etc., profit per month on each 

machine, $5 9,900 

$69,300 

Running 80% full (deduct J) 13,860 

Total income * $55,440 



FIRST ESTIMATE OF EXPENSES 

Interest at 6% on $255,000 $15,300 

Annual taxes and insurance 4,500 

Electric current for elevators, etc 3,600 

Monthly supplies and sundry expenses 1,800 

1 Day superintendent at $150 per month 1,800 

1 Night superintendent at $100 per month 1,200 

1 Bookkeeper and stenographer at $75 per 

month 900 

8 Elevator men at $40 per month 3,840 

10 Floor men at $70 per month 8,400 

10 Washers at $60 per month 7,200 

Total expenses $48,540 

Estimated Net Income $6,900 

In submitting this second estimate, the writer made the point 
that the territory in which it was proposed to build this garage was 
a rich field for an electric garage, so that by investing an additional 
$6000 for switchboard, wiring, and plugs, and adding an electrician 
at $100 a month to the payroll, at least one-third of the capacity 
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TABLE II 
Five-Story and Basement Qarage 

REVISED ESTIMATE OF COST 

Ground $60,000 

Building (1,000,000 cu. ft. at 12cts.) 120,000 

Equipment 12,000 

Architect ' 2,000 

Interest on ground during construction 1,600 

Interest on building during construction 2,000 

Taxes and insurance 1,000 

Costof loan 4,000 

Incidental expenses 3,000 

Total cost $205,600 

REVISED ESTIMATE OF INCOME 

55 Cars a floor, 5 floors, at $30 a month per car $99,000 

15 cars in basement at $30 per car 5,400 

Sale of gasoline on basis of 8 gallons a car per 

day, 3 cents profit on a gallon 17,000 

Sale of oil, grease, and supplies at an average 

profit of 5 cents a car per day 3,500 

Other revenue from rental of lockers, repair 

parts, charging, ignition, vehicle batteries, 

etc -2,000 

Totalincome $126,900 

Deduct 15 per cent for space not filled 19,035 

Total yearly revenue $107,865 

REVISED ESTIMATE OF EXPENSES 

Interest at 6 per cent on $205,600 $12,336 

Annual taxes and insurance 4,500 

Electric current for elevators and for charging 3,000 

Monthly supplies and expenses 1,800 

1 Day superintendent at $1 10 per month 1,320 

1 Night superintendent at $1 10 per month 1,320 

1 Bookkeeper and stenograper at $75 per month 900 

6 Elevator men at $40 per month 2,880 

lOFloormenat $70 per month 8,400 

10 Washers at $60 per month 7,200 

Total expenses $43,656 

SUMMARY 

Yearly income, as above $107,885 

Yearly expenses, as above. 43,666 

Yearly Profit $64, 209 
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would be taken up by electrics which would yield $50.00 a piece a 
month for pleasure cars, and the following rates for trucks: 

1000-lb. capacity $40 per month 

2000-lb. capacity 45 per month 

3000-lb. capacity 50 per month 

2-ton capacity 55 per month 

3-ton capacity 60 per month 

4-ton capacity 65 per month 

5- and 6-ton capacity 70 per month 

On this basis, an average figure would be around $54 a car for 
the electrics, at which rate 82 (one-third the net capacity kept filled 
constantly), even after deducting one-third from the table allowance 
for rental and for gasoline and oil sales, would add a little over $10,000 
to the annual receipts, and only $1200 phis the extra interest of $360 
on $6000 to the running expense. The net result, all things considered, 
would be to increase the rate of profit on the increased investment 
and over the interest charge to 34.3 per cent. This showed that it 
would be a profitable proposition to consider the electrics, which 
had not been given a thought previously. 

This is about 32 per cent profit on an investment of $205,600, 
over and above the 6 per cent interest figured in above Tables I and II. 

While these figures represent a big car layout and city conditions, 
the average which can be worked out from them is not very far off 
for any kind of an installation. Thus, the original investment of 
$830 per car housed cannot be lowered very much. Using this 
estimate as a basis, a garage large enough, say 50 x 110 feet, to house 
30 cars would necessitate a total investment of $24,900 or, in round 
figures, $25,000. Experience has shown that this is not a bit too 
much. The average income per car is put down at $440 a year, and 
the average cost of operation per car housed at approximately $100. 
The income for a typical 30-car layout would give a total of $13,200, 
and the cost of operation is $3000. It is doubtful whether a 30-car 
garage could be run on this low basis of cost, which shows the economy 
of having the larger institution. On this basis, the small garage 
could have but one bookkeeper and stenographer at $40 a month, 
and one floor man at the same figure, with the owner acting as both 
day and night superintendent, washer, etc. On a small layout of 
this kind, it is a question whether the cost of operation per car would 
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not run closer to $200, while the revenue per car, owing to the 
considerable number of small cars, would probably come down as 
low as $300. 

The amount of money to be invested, in addition to the cost 
of the building and its equipment, should be such as to carry on the 
business for a reasonable length of time, even without any income. 
Too many garages have been started without this capital, going on 
the assumption that motorists had plenty of money and would pay 
promptly upon receipt of bills. This is not true enough to be laid 
down as a rule or to be counted upon. So the garage man wh(i is 
just starting should have enough cash to carry his establishment for 
several months without any income. It is not urged that the building 
and lot be kept entirely free and clear, or even that it be ownckl, 
but some capital, considerable, in fact, is a necessity. 

TYPICAL EXTERIOR DESIGN 

Building Materials. It would be unwise to specify any one 
material as the best, regardless of location, conditions, or amount of 
money involved, for practically all the materials used for other 
buildings are used also for garages. Among the materials which are 
widely used are: wood; steel; wood and steel; concrete in solid or in 
reinforced forms; hollow tile or other tile, usually stucco covered; 
concrete, in combination with any or all those given previously; 
brick; stone; brick or stone combined with any or all the others; 
and glass combined with any of the others. 

The kind of material to use should be selected according to (a) 
its first cost, balanced against its probable life and depreciation 
costs; (b) its availability, ,which is generally governed by local 
conditions and which has a very large influence upon the cost; 
(c) its fireproof qualities and their effect upon maintenance charges, 
through the insurance rates; (d) ease of erection; (e) architectural 
appearance when completed; and (f) general suitability to the garage 
business. 

First Cost. The cheapest material might be the shortest in 
life so that depreciation charges would be the greatest; on the other 
hand, the material which was most expensive in the first place might 
last the longest and thus have the smallest annual charges for deprecia- 
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tion and repairs. These things have to be considered and balanced 
one against the other. That form might be said to be the best in 
any case, which showed the greatest number of advantages in all 
respects. For instance, wood was formerly a very cheap material, 
but now it is fast getting out of that class; in certain locations, it 
is even a very expensive material. On account of its short life, high 
depreciation, and other drawbacks to be brought out later, it would 
be a poor material to use. Under some circumstances, however, 
wood is so cheap that nothing else can compare with it, its first 
cost being so low as to overbalance its shorter life and greater depre- 
ciation. In a case of this sort, wood would be the very best material 
to use. These same general remarks may be true of many other 
materials. 

Availability. Availability has been partly discussed above. 
When a material is freely available, it is sure to be cheap, whereas 
a material which is diflBcult to get is equally sure to be expensive. 
Beyond being plentiful, availability means also easy to order, easy 
to have delivered, easy to handle in loading and unloading, easy for 
workmen to handle and use, and of such a nature that no difficulty 
will be encountered in getting it to the garage site, regardless of 
where that may be. All these items count, each one has a value, and 
in determining the choice of material they should be taken into 
account. 

Fireproof ness. There is so much gasoline, oil, and other 
inflammable material around a garage that fire is always a possibility. 
Garage insurance rates are high and always cut a big figure in the 
annual running charges of the garage, so that a wise man will consider 
these in detail before building. Not alone is fire a source of danger 
to the garage building, but it is also dangerous to the business, and 
indirectly to the garage man through his customers' cars, as the owners 
of the cars might sue if a fire occurred. From this point of view, 
the all fireproof building is the best, but the materials differ. All 
concrete construction, with metal window sash and door frames, 
probably comes the nearest to being fireproof; but all brick, with, 
concrete floors and metal sash and door frames, is almost as good, as 
is also the hollow-tile stucco-covered form and the stone or structural- 
iron framework, covered with tile or brick, as well as various other 
combinations. 
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Here again, the relative advantages of each material must be 
balanced, and that one selected which has the greatest nmnber of 
good points, also the preceding qualities must be considered, as well 
as those which follow. Thus, in a location where concrete might be 
admittedly the best on all counts, cement for making it might not 
be available or, if so, in such limited quantities as to make it difficult 
to erect such a building. A wooden structure, possessing the merits 
of being the cheapest, is often made semifireproof by being covered 
with galvanized iron inside and out, the combination possessing 
many real advantages despite its crudeness. 

Ease of Erection a Factor. Ease of erection is somewhat a 
matter of local conditions. For a contractor who knows his business, 
no one building is more difficult to erect than another. But there 
are conditions in which there would be difficulties in the way of 
erecting buildings, say of concrete, that would put this material 
entirely out of consideration. It will be admitted that bricks are 
easier to lay up than stone, so that the former would have an 
advantage almost anywhere over the latter. In a town lacking a 
structural iron works, steel or iron as a framework would undoubtedly 
be out of the question. 

Architectural Appearance. Architectural appearance has been 
considered all too little in the past, both as regards the appearance 
of the material and in the matter of design of the building. With 
reference to the appearance, it will be admitted that wood does 
not have a good appearance for garage use, especially when it is 
covered with galvanized iron, as in the example just given. Sheet 
steel does not appear well either. Solid concrete does or does not 
appear well, according to the method of handling. Brick presents a 
good appearance if handled well, but it can be so handled as to have 
ugly outlines. Stone usually presents a good appearance; and also 
the combinations of brick and stone; brick or stone with glass; 
concrete with brick or stone, or with wood in the form of half timber- 
ing; and other forms. In short, almost any form can be made to 
present a splendid appearance, regardless of the appearance of the 
material itself in the raw state. 

With reference to the general appearance of the garage itself, 
it cannot be urged too strongly that the garage builder employ an 
^architect and let him design an exterior that will be both simple and 
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pleamng. Too many garages, like Topsy, have "just growed", and 
they look it. In going along the road looking for a place to buy 
some gasoline, or other supplies, 99 motorists out of 100 will stop 
at the best looking of two garages set opposite each other. Viewed 
from this standpoint, a pleasing exterior appearance is a commercial 
asset; it brings in business, therefore it has a value, and should be 
studied out as carefully as any other point in the garage design or 
consi ruction that will have an influence on the right side of the 
ledger. 

Typical Exteriors of Qood Design. In this connection, some 
sketches of exteriors made from actual photographs of successful 



I^. 23. Plesiing Guage Eiterior Lines Produced through Symmetry and DispoaitiDa 
of Windows aud Doors 

garages will be presented, and the garage man considering the building 
of a new structure can study them out and see which appeals most 
strongly and why. Having determined this point, his existing or 
projected building can be modified to have these lines, in order to 
bring the same success. 

Fig. 32 shows an ornamental and pleasant front obtained by the 
arrangement of the windows in large and small units. Despite the 
straight lines, it is regular and symmetrical. The building is of 
brick, with a front of white-faced brick, on which the name appears 
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in gold letters. The ground floor is of cement, the second floor 
double |-inch Geor^a pine laid at right angles. All ceilings and 
partitions are covered with pressed-sheet steel, enameled white. 
The roof is flat and has two skylights. It measures 60 x 100 feet 
and holds 75 cars. 

Another brick building is shown in Fig. 23. This is one story 
higher, and the roof overhangs the third story, giving a pleasing touch. 



Fie. 23. Good Guace Front Which Was Brought about by the Use of Tapeetry Brick. 
Concrete, and Tile on Simple lines 

The front is of tapestry brick, with tooled cement trimmings and 
columns. The roof tiles are semicircular in form and green in color. 
The building is fireproof throughout, with metal sash and door frames. 
Such a large part of the buUding is used for show room and salesrooms 
that the garage capacity is small. 

Fig. 24 shows another brick building in which a considerable 
amount of glass gives the structure an open pleasing appearance, 
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at the same time increasing the interior light in a marked manner. 
Floors are made of cement. The front shows what can be done 
with perfectly plain mate- 
rials and plain straight 
lines. The garage shown in 
Fig. 25 is built of brick on 
a steel framework, while 
5 the roof, having many sky- 
I lights with wire glass, is on 
I steel trusses. The orna- 
I mentation by means of the 
o raised center, curved lines, 
a overhanging 'tile'roofs, and 
j1 small overhanging ledges of 
^1 red tile above the two 
|!| symmetrically disposed 
1^ entrances, all combine to 
^■* make a pleasing building to 
i3| look at, and one which the 
J I people of the neighborhood 
■so would not object to. The 
^ floor is made of concrete. 
fl The size b 88x275 feet, 
Jj and it houses sUghtly over 
^j-3 100 cars. 

n The gart^inFig. 26 is 

■I attractive because of its long 
g low lines, its Spanish Re- 
. naissanee style of architec- 
^ ture, the very large windows 
* on the ground floor, and the 
symmetrical disposition of 
all windows, the whole build- 
ing being symmetrical about 
a center line. It is faced with 
tapestry brick, has an over- 
hanging red-tile roof, and is set back 50 feet from the street. The walk 
boftapestrybrick, the car entrance being on the side street occupying 
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a prominent corner. The floors are of concrete, the entire building being 
of brick and reinforced concrete. It measures 162 x 260 and houses 
over 120 cars, besides giving up the whole front to the offices and 
showrooms. The rear, or garage, portion is but one story high, 
A western garage is seen in Fig. 27, having a bold front of 
' stucco and red tile in the Mission style. Its long low lines, the red 
tiles standing out from the dead-white stucco, the straight Unes 
broken up by the ornamentation, with just enough curves added, 
and the symmetrical placing of all doors and windows make it very 
attractive to look at. The owners did this intentionally, and some 
one from that city has said of it: "Outside of its service, the bold 



Ilg. 27. Stucdo, Red Tile. »rid the OrDamental Touches Make This s Dbtiactive Gurftga 

pleasing front which Is in harmony with adjoining buildings and with 
the evergreen park on the opposite side of the street, is the most 
valuable asset of the garage." The garage measures 80 x 80, all of 
which is for live storage except a 12 x 28 office. Forty-five cars are 
handled normally, but places have been made for 58. 

A southern reinforced concrete structure is seen in Fig. 28. 
It is of a Spanish type of architecture with an overhanging flat-tiled 
roof. It is on a prominent corner and has three stories and a basement, 
each measuring 103 feet square, all with cement floors. All the shops 
are located on the top floor, while a small part of the ground floor is 
used as salesroom and show room. 

General Suitability of Design to Oarage Business. This means 
neither more nor less than proper planning. If the building has 
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been planned for easy entrance or easy exit and has an arragement 
that gives the washers the least amount of car moving to do, that 
provides for a large enough office so placed as to have supervision 
over all cars coming in or going out, with the oil room located where 
it is easy and convenient to all customers as well as to the workmen, 
with a location of the fuel tank at a point where it nray be easily 
filled and customers easily supplied inside the garage as well as 
transients at the curb, and if it has all the other features which will 
make the garage easy to operate and which also will make for efficiency 



and for a minimum of lost time and wasted steps, then it will be 
suitable for the garage business. If space allowed, it would be an easy 
matter to show how any one of these items, if overlooked, can bring 
about the failure of the business. It will suffice to say, however, that 
if entrance and exit are difficult, customers will hot come in, or having 
come in once will not come again; if the arrangement makes the 
washers a maximum amount of extra and unnecessary work, it will 
be difficult to get them to do their work thoroughly, and customers 
will be displeased and will go elsewhere; if the office is too small, or 
so located that the incoming and outgoing cars cannot be observed, 
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there will be large losses; if oil and gasoline are not quickly accessible, 
people will go elsewhere to buy their supplies of these materials; so 
too, with many other features which might be mentioned, and, if 
these things are not well studied out in advance and provided for, it 
will not be possible to run the business on an efficient profitable basis. 

NECESSARY EQUIPMENT FOR GARAGE 

Major Equipment. Ordinarily, a person thinks of equipment 
as tools, supplies, and other means of doing work, but these might 
almost be called minor equipment in comparison with the major 
equipment. Major equipment might be listed as lighting, both 
natural and artificial; heating, which almost always means the 
individual heating plant for the garage, as there are few cities where 
heat, like electricity or gas, can be bought; ventilation, which may be 
incorporated in the building in part, or it may mean fans, blowers, 
and the Uke, in addition to those means which the building provides; 
water supply and provision for washing, in which the water supply may 
mean the installation of a pump, the provision of a special tank, 
power for driving the pump, etc.; drainage, which is closely allied 
with ventilation, for means must be provided for taking care of the 
fumes from gasoline, oil, kerosene, etc., which are dangerous and 
must not be allowed to reach city sewers; provision for power to drive 
machine tools, tire pumps, vacuum cleaners, buffers, etc. ; an elevator or 
a ramp and a turntable — ^provision for moving the cars up and down, 
if there is more than one floor, or around the garage; fuels and oils, 
greases — ^in liquid form and in cans or packages — and waste; benches, 
lockers, cabinets, racks, stands, and other similar things which might 
be called garage furniture; and, finally, tools, both large and small. 

Lighting. Natural Light. The interior width of the garage has 
a large influence on the number of windows ^needed for natural, 
and the number of lights needed for artificial, lighting. The narrower 
the garage, the easier it is to light it adequately by means of windows 
set close together on the sides of the building. But, as it widens out, 
the dark zone in the middle of the building becomes greater and 
greater until the point is reached at which artificial lighting is needed 
all' the time, day as well as night. One of the axioms of building 
should be to keep the width down below the point where artificial 
lighting must be used day and night. 
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The location of the lot on which the garage is to be built, that is, 
whether it is between other buildings, on a corner, facing on three 
streets, running to an alley, etc., is important as regards the lighting, 
for plenty of natural light will be available in all these locations 
except in the first. The location in a downtown part of a large city 
has an unfavorable influence on the lighting situation, for it is almost 
a certainty that the hght will be obstructed in one or more directions. 
The necessity for going higher up in the air, that is, building several 
stories high, brought about through the value of the land, makes a 
garage darker than would be the case otherwise. With a one-story 
building, many large skylights can be used, and these supply excellent 
light. An irregular shape is difficult to light if it is large; on the other 
hand, if it is small, it is very likely to have a greater area of outside 
walls relative to its interior or car space than would a regular shape 
and thus an opportunity for more windows than would ordinarily 
be the case, which would reduce the necessity for excessive interior 
lighting. 

ArtificicU Lighting, The garage man should study out all these 
things so as to get the maximum amount of natural light, for that 
costs nothing, and to use the minimum amount of artificial light, for 
that is expensive. Electricity is the only satisfactory form of artificial 
lighting, all other forms having an exposed flame which will ignite 
gasoline and oil funes. If a supply of electricity is not available, 
a small self-contaired plant, with a gas engine and a generator set 
proportioned to the number of lights needed, and a set of storage 
batteries to equalize the supply and demand should be installed. 

There is a wide difference of opinion as to the number of lights 
needed. The writer would say that the equivalent of one 16-candle- 
power lamp is needed for each four cars. These lights need not be 
installed in just thi« way, but they can be grouped in threes, fours, 
fives, or sixes in such a way as to give a better total effect than the 
single bulbs strung out would give. In a large garage with sufficiently 
high ceilings to admit doing it to advantage, arc lights can be substi- 
tuted, on some such basis as one arc light to a very small floor, two 
to a small medium size, three for a medium or large size, and others 
according to the size of the garage and its needs. It is generally 
advisable to have very good light around the wash rack, as most of 
the washing in dty garages is done at night. 
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Heating. The idea of heating the garage is not alone to keep 
the water in ear radiators from freezing, as many garage men seem 
to think, but also to make it a comfortable place for workmen and 
car owners to come into or to work in, and to keep the cars at such a 
ten^)erature as will allow quick and easy starting. Many kinds of 
heating plants are available, but steam or hot water are the best, for 
with either of these the heat can be used to warm the water for washing 
the cars, thus making washing easier and quicker. If a lighting plant 
is necessary, the exhaust from the engine can be utilized, whether it 
be steam or gas. The exhaust may not be sufficient of itself, but it 
can be used as far as it goes, effecting a considerable saving. When 
either steam or hot water is used for heating, the radiators are 
generally made up of pipes, or else a wall radiator is used. A specially 
thin form for this purpose may be had. The radiators can be put in 
one of three forms, viz, pipes to and from a header, as at A in Fig. 
29; return bends, which may be either single, as seen at JB, or double, 
as shown at C; and the wall radiator, shown at D. 

Ventilation. In a small garage, a ventilator on the roof, or two 
windows opened so as to create a draft through the building will 
suffice generally, but in a large garage it is advisable to provide a 
form of fan or blower, the fan to draw out the air, and the blower to 
force in fresh air. Either one can be placed in the upper sash of a 
window; so no special place need be provided. The open doors 
with their large area, the elevator shaft or the ramp, and the big 
open space of the interior generally make ventilation easy, but it is 
desirable to provide some mechanical means of changing the air and 
thus of being on the safe side. This is doubly necessary, for the vapors 
from gasoline, kerosene, and oils are explosive, while the exhaust 
gases are poisonous. 

Water Supply. For the city garage, water supply is simply a 
question of proper pipe connections and prompt payment of bills, 
but in the country it may mean much more. It may mean, for 
instance, the boring of a well before starting to build the garage 
and the installation of a pump to draw the water up from this well 
and force it to a large overhead tank. All this costs extra money. In 
planning the water system for a garage, it should be borne in mind 
that the water is used not alone for washing, for use in toilets, and 
for other personal uses, but it is also used for filling radiators, so 
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that a pure water with- 
out too much free lime 
is needed. The water 
system also forms a large 
part of the fire protection 
of the garage and should 
receive adequate con- 
sideration. 

I^ainage. Garages 
need good drainage to 
carry off the water used 
in washing the cars and 
to carry away the gaso- 
, line and oil drippings 
from the engine, trans- 
mission, axles, and other 
parts. The best way is 
to give the cement floors 
suffident pitch to carry 
off the heavy stuff, and 
the drainage for the water 
will be very good. The 
arrangement should be 
such that all drainage 
will flow into a trap, or 
into several traps. Gaso- 
line wiU float upon water 
and will vaporize while 
laying upon it, while oils, 
greases, etc., wiU sink. 
A water seal on the trap, 
with a ventilating pipe 
connecting the surface 
chamber to the roof, cai^ 
ries off the vapors, while 
the heavier materials will 
sink to the bottom and 
will accumulate. Several 
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forms of traps are shown in Fig. 30. At A is shown a cast f onn, which is 
very rugged and is provided with both a ventilating pipe to the roof and 
a safety air space around the sewer pipe. At B is shown a homemade 
trap of concrete and of iron pipe. At C is shown another home- 
made form constructed from two sewer tiles, one with an L-outlet, with 
cement to close the bottom, and a cast-iron cover for the upper one. 

Provision for Power. If there is to be a machine shop, power 
must be provided, but even if there is no machine shop, there is 
generally a need for some power, as for the driving of the water 
pump, of the ventilating fans, of the air compressor, or of other 
units. If a lighting outfit is a necessity, it can be so arranged as to 
supply small amounts of power, either directly through belting, 
shafting, and pulleys, or indirectly in the form of electricity to electric 
motors. The indirect method is the preferred way, for it is simpler, 
cleaner, neater, more economical, and more up to date. If the 
garage is supplied with electricity, the question of power takes care 
of itself; in fact, it may work to reduce the lighting cost, as current 
rates are generally based upon the quantity of electricity used, 
the lower rate being given for the greater quantity. 

Provision for Moving Cars. The subject of elevg,tor versus 
ramp has been discussed previously and will not be repeated here. 
The garage of more than one story must have one or the other means 
of moving cars up and down. In addition, all large garages should 
have turntables, as these save a great deal of time and space in 
arranging the cars in their places, and in getting them out when 
needed. By referring back to the illustrations previously shown, 
it will be noted that a number of the larger garages had a turntable 
provided on each upper floor, and two on the ground floor, all being 
in front of the elevator. This enables turning the car as it comes off 
the elevator or before putting it on so that it points in the desired 
direction. The elevator at the back of a building must have a turn- 
table to work with it, for every car would come in frontwards, and 
if it went on to the elevator that way, it would have to be backed off 
and, unless there was a turntable right there, backed to its place. 
Similarly, when being taken out, it would come to the elevator front 
end on, and when it reached the ground floor, the owner would 
not want to back it out. In such a case, a turntable saves double 
trouble with each car every time it comes in or goes out. 
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Fuels and Oils. Nearly all fuel systems nowadays are of the 
buried-tank type, with surface pumps. These systems have developed 
through the need of having the gasohne tank out of the way and 
protected from harm, also where it could be very large and conse- 
quently have a big supply. When it is considered that a car can 
easily use from 5 to 10 gallons of fuel a day, with the average around 
7, it is easy to figure what supply a 100-car garage needs to have, 
namely, 700 to 1000 gallons per day. When transient trade is added 
to this, such a garage should have provision for close to 1800 gallons 
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a day. The mere handling of this amount is sufiScient to keep one 
man busy, but, as it is profitable, the garage man should provide 
for it. Many systems are now in use, the most popular for lai^ 
installations being like that shown diagrammatically in Fig. 31, 
Here, the tank is underground, outside of the building, while there 
is a pump in the basement, which is operated by an electric motor. 
This motor is set in motion by a lever at the curb stand, or draw-off 
station. This same general layout, but without pump and motor, 
is used in those systems in which the liquid is actually pumped by 
hand, through the rotation of a handle. 
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For use in and around the garage, it is desirable to have a smaller 
portable tank and pump, like that shown in Fig. 32.. This tank has 
a capacity of about 50 gal- 
lons and makes it possible 
to fill cars wherever they 
are located instead of forc- 
ing the driver to come to 
the pumping station. This 
often saves time, as the 
attendant can fill the tank 
while the owner or driver is 
doing something else. It 
has been found to be both 
handy and economical in 
large garages. 

The garage man who 
desires sucha form of under- 
ground gasoline tank, but 
cannot afford to buy one, 
should buy the components 
and make one. Such an 

,_. . , . _, „„ Fig. 32. Portable Siipply Tank for Uae in md «nraml 

outfit IS shown m J^lg. 33, tCeGarago 

although this one has a limited capacity. 
The tank must have three openings — filler, !?•% 
suction pipe, and pressure pipe. These are 
marked F, D, and B, respectively, in the 
cut. A large pump supplies the air pressure 
which forces the gasoline upward through 
pipe 7> when the cock E is opened. 




For handling oils, a different form of pump is needed. CMls 
are generally kept in a special oil room, and the different qualitiea 
are kept separated. Moreover, in comparison with gasoline, small 
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quantities of oil are sold at a time. A^lde from the fact that 
the receptacles are small and do not have wheels, the oil-supply 
system usuaUy resembles a battery of units, like that illustrated in 
Fig. 32. 

Air^upply System. Thus far, no mention has been made of a 
source of air supply, which is very necessary. Air is constantly in 
demand for inflating tires, and no up-to-date garage should be 
without it. In addition, it is handy for cleaning upholstery, for 
cleaning off repair parts, and in many other ways. The general 



Fie. 34. Four Difieieat Air Supply Systema in Gen«nJ Vae 

sources of supply are hand {or foot) power, which is inadequate for 
a lai^ garage; electric power; and a belt-driven or engine-driven 
air compressor. Fig. 34 shows these three forms at A, B, and C, 
respectively, while at D is shown the steam-driven form, which is 
similar to railway locomotive compressors, and is a very effident 
and compact form for use in large garages. Air compressors are 
now made in small sizes and mounted upon wheels, with electric- 
motor drives and lamp-socket connections, so that they can be 
wheeled around the garage to the desired position, then started 
and air supplied as desired. 
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Qaroge Furniture. The garage bas need for many articles of 
wood and steel, such as engine stands, work henches, lockers, etc., 
which cannot be described by any other name. These are really 
necessary, and the garage without them is not adequately equipped. 
In addition to the necessities in this line, there are of course many 
more which are desirable, which save time and space, and which 
are supposed to save money too. 
Also there is much of this kind ■ 
of stuff that the bandy man can 
make himself, that is, given enough 
equipment and furniture to start 
the garage, the bandy man can 
make additional furniture and 
equipment as the demand arises, 
thus gradually improving bis place 
without much expense. The neces- 
sary furniture willbedescribed first. 

There are so many different 
bolts, screws, and nuts around an 
automobile that a supply cabinet 
for these articles is a prime neces- 
sity. One of the best of these cabi- 
nets is shown in Fig. 35. It 
consists of an eight-sided cabinet, 
each side of which has twelve 
drawers, so that a total of 96 
drawers of small size are provided 

11 Fig. 3S. Uieful Etevotving Cslniwt 

m a very small space. 

Practically the same thing, but in a different form, is the type 
of cabinet shown in Fig. 36. This has a large number of small 
drawers arranged in a horizontal plane. The form shown at the 
left is made with 54 drawers, the one at the right with 60. The 
case has a steel back, the drawers are made of galvanized steel and 
are duatproof. The larger drawers at the bottom are made with 
removable partitions. A pair of these cabinets set back to back 
make an excellent combination for a good size garage. The general 
run of drawer size in this form is so much larger than that shown 
in Fig. 35 that it would be possible to utilize both in the same garage. 
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the one shown in Fig. 35 for small bolts, nuts, cotter pins, and similar 
very small parts, and the one shown in Fig. 36 for much larger parts. 
Other ways of producing the same results are by the use of made 
boxes, the idea being to purchase a supply of these boxes to suit pres- 
ent needs and to erect shelving to fit the boxes bought; then, as more 
boxes were bought, more shelves could be erected.' These boxes are 
really well-made drawers, with locked corners, and are made in inter- 
changeable sizes so that one large, two medium, or three small, or 
still other combinations may be used on the same shelf. Unit steel 




Type of Plain Cklnnet toe Small Parts, Bolu, Nuti 



shelving is also used, the steel shelves, with drawers, if desired, being 
made up in a variety of sizes and shapes to fit the various needs. 
They are built on the unit system, so it is possible to buy a few for a 
start and add others as the business grows. 

Beddes the cabinets for automobile parts are the lockers in which 
customers may hang their clothes, etc., and the various racks and shelf 
brackets or salesroom fittings to display and hold the various acces- 
sories which the garage sells. They may be made in any shape, 
homemade fittings being very serviceable, but the lockers are generally 



PUBLIC GARAGES 61 

made of steel. They are made in two forms, both of the same height 
outside. One form has the full height per locker, while the other is 
divided in the center, thus giving two lockers each of the half height. 
Both forms are made in several widths. 

Work Benches. The work bench is an important adjunct of the 
garage, and in every garage, unless it be a city place with a repair shop 
in connection, a work bench will be found at least along one va\\. 
They almost always have a wood surface, usually of about two-inch 
lumber, but the framework is of wood and steel. The wood form is 
easy to make or to have the carpenter make, as it consists simply of a 



FU- 37. Oarais laterior Shawini Model Woik Bench Layout and Oe 

framework of four-by-four timbers, with a top of two-inch lumber and 
a facing, or corner board, of one-inch stock, and a tie, or brace, of 
about one by six stock below and close to the ground. If the bench is 
carefully designed, there will be a shelf underneath it for small boxes, 
and a series of these boxes will be made for small parts, replacing, in 
part, the cabinets spoken of previously. There should be one or 
more lai^ drawers, also shelves or racks on the wall behind and above 
the bench. The bench height varies from 2 feet 8 inches to 3 feet, but 
2 feet 10 inches is about the average. An excellent example of this, 
although made with cast-iron supports for the ends, is that shown in 
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Fl«. 38, 



ash[ng Bench. Which u 
" Motor World " 



Fig. 37. This shows not only the size, shape, and arrangement of 
the bench, but also the size and disposition of the drawers, location, 
and arrangement of the 
fixed and swivel vises, and 
the arrangement of the 
other tools and parts. 
Maple and birch are con- 
sidered the best woods for 
benches. 

For cleaning parts, a 
special bench is desirable, 
and this should be lined 
with zinc, by preference, 
and have a tapering or 
sloping surface. It should 
be low, and should be pro- 
vided with a drain so that oily parts can be deposited on the drain and 
the oil cleaned off and saved. The oil can then be filtered, and the 
better parts used again. Such a bench is illustrated in Fig. 38, which 
shows all of its construction, unless it is the braces needed underneath 
to stiffen it. These braces are desirable, for the bench often holds a 
very heavy load of parts. By mak- 
ing the squared section of the drain 
large, frequent draining is avoided. 
A further necessity in a garage is 
a small bench on wheels or on 
casters, stout enough to work upon, 
but not too heavy to be easily 
moved around. It should be a few 
inches lower than a regular work 
bench, which will also facilitate 
moving it about. Such a bench is 
very handy when disassembling or 
assembling a car or some of its 
units, since it ^ves a place to lay 
the parts as they are taken out, or to 
lay them out in the order in which they are to go together again, as well 
" " ilace on which to lay the tools which are being used. Sometimti 
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these tables are made with a drawer and are oftentimes stout enough 
to cany a vise attached to the working surface. The simplicity of 
the construction of one of these benches is shown in F\g. 39. 

Special Stands for Units. Where the nature of the work is such 
that a good many units of one kind and size from some one machine 



are handled, it is advisable to have special stands made for them, as, 
in so doing, much work and trouble can be saved. Several such stands 
are ^own in Figs. 'J" 




Ea^t SUud Whi(b AIIowb Motor to Be Turned to 



A portable unit-motor stand made of tubing is shown in Fig. 40. 
The oil drip pan and shelf arrangement at the open end are features. 
The disadvantage of this form, however, is that the unit motor sets 
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only in an upright position. This makes work on the crankshaft 
bearings and other parts on the under side of the motor difficult. 

A stand which will hold the engine unit in various positions is 
shown in Fig. 41. It is made by the International Motor Company, 
of Plainfield, New Jersey, for its own use, and is an excell^t but 
expensive stand. 

A pair of stands are shown in Fig. 42. A is made of pipe fittings 
and angle irons and can be adjusted to tiie transmission or to the 
en^e. £ is a specialized stand for transmissions. The stands in 




Fig. 42. T"o Types of Handy TraiBmisaion Stands 

this figure have the disadvantage of holding the units in an upright 
position only. 

QARAOE TOOLS 

The tools for use in the garage may be divided into two general 
and widely diiferent classes, hand tools and machine tools. In the 
former class come all those tools which are used, but which require 
nothing but hand power to drive them. In the second class come all 
those tools which garages have or should have, but which require 
power to drive them. 

Hand Tools. In the way of hand tools, which are too widely 
known and us«l to need any description, are: hammers, chisels, files, 
scrapers, punches and drills, clamps, reamers, tap>s and dies, meas- 
uring instruments, screwdrivers, saws {for wood), brace and bit, hack 
saw, jacks, wrenches, vulcanizers, breast drill, blow torch, oil stones, 
snips for cutting sheet metal, oil can and oilers, kit tire tools, spring 
leaf spreader, pliers, etc. 
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Vises. Vises as a means of holding work are very important and 
come under the heading of hand tools. While there are a nmnber of 
different types, only two are used regularly, the plain bench vise and 
the swivel type. With the former, the jaws can only be opened or 
closed, but with the latter, the whole vise, including the work, can be 
revolved to a more convenient position. In addition, the latter type 
has a swivel jaw, a big advantage in gripping tapered work. By means 
of the locking pin at the right end, the jaws are fixed in a parallel 
position. 

Machine Tools. The garage Vhich does any work upon cars will 
soon require a few machine tools. This statement applies to the small 
shop that would not undertake regular machine work under any con- 
ditions. Such a shop should have, as a minimum, a lathe, a drill press, 
an emery wheel or other grinding means, with perhaps an electric 
motor having bufiing and grinding attachments and of a portable type 
so as to be capable of use anywhere in the shop. 

Lathe, Of these tools, the lathe is the most important, and the 
small garage man with limited capital should pick this out with great 
care. It should be as small as will handle his work, although some 
of this work, notably flywheels and clutches, will require an 18-inch 
size. This fact immediately brings up a point which the garage man 
should decide in advance, and that is whether he will handle this big 
work or send it out. If he decides upon the latter method, his lathe 
size can be limited to a IQ- or 12-inch machine. From a garage man's 
point of view, it is to be regretted that no manufacturer has ever seen 
fit to bring out a special model for this class of work, as there should be 
a market for hundreds of them. What a garage man needs is a two- 
purpose, or two-spindle, or gap-bed type of lathe, which would give a 
maximum capacity of 12 inches for all normal work, perhaps 360 days 
in the year, and a greater capacity, say up to 18 inches, for use one or 
two days a year, as for flywheels, clutches, brake drums, etc. A lathe 
of this kind is not made, however, so the next best thing is a high- 
quality plain engine lathe. 

Lathe Accessories. With a lathe, a considerable volume of acces- 
sories are necessary for handling a variety of work. It is advisable 
for the garage man to go slow in the purchase of these, until the nature 
of his work has shown the necessity for them. By this, reference is 
had to the various compound gears for screw cutting, different forms 
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of face plates, center and steady rests, chucks, mandrels, tool holders, 
tool posts, taper cutting attachments, tool grinders, boring heads, 
and other things. 

DriU Press. Drill presses are of three kinds, generally speaking, 
the sensitive drill which is too small and delicate for the range of 
average garage work, the usual drill press, and the radial type. The 
garage has little or no use for the latter type, nor for the modification 
of the standard form known as the multiple-spindle drill. A plain 
stout drill spindle which is made to a size that will handle drills up 
to and including | inch is all that is needed. 

Emery Wheel, or Gnnder. The nature aud quantity of the work 
would determine the 
size and quality of the 
grinding wheel to be 
used. A plain rotating 
emery wheel can be used 
for so little, while a prop- 
erly selected grinding 
wheel can do so much 
work that is almost 
machining and, in this 
■ way, replace, perhaps, 
a planer, a shaper, or a 
milling machine, that 
the garage man should 
^^ ^th make his choice very 
carefully. It b a very 
handy tool, with many advantages over the ordinary emery wheel 
using the edge only for grinding. 

Hack Saw. The power-driven hack saw is an inexpensive tool, 
and even the smallest garage finds sufficient work to warrant its cost. 
It is useful for cutting all kinds of material into lengths, as, for 
instance, bar stock in square, round, or other form. It works almost 
without attention and will do more than three times as much work as a 
man with a hand hack saw can, do it much quicker, more neatly, and 
better in every way. In Fig. 43 is shown a power hack saw, which may 
be taken as typical, although there are many different sizes and styles. 
A feature of this saw, which is not common to all saws, is the adjust- 
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able stroke. The disc which drives the saw is slotted, and the driving 
bolt in this can be set in various positions. When set as far out as 
possible, it gives the longest stroke, and when set close in to the center, 
it gives a very short stroke. 

One thing needed for, or rather with, a power hack saw is an out- 
board support for long work. Such a stand is shown in Fig. 44. It is 
simple and is easily made. 



Sit. 44. Outboard BUnd for Hack Saw FadliUMa Handlinc Ixinc StocV 

Of almost greater necessity than the stand is a stop for the saw, or 
a power shut-off which will work when the cut is finished. Normally, 
a power hack saw is started on its work and left. In the press of 
other work, this work is often forgotten, and the saw completes it 
and then continues sawing idly at the air. To give a signal the device 
shown in Fig. 45 may be used; this consists simply of an electric bell 
connected to a dry cell in such a way that the dropping of the end of 
the work puUs the switch, thus closing the circuit so that the bell 
rings. When the work b put in and the saw started, all that is neces- 
sary is for the workman to attach the string to the end which is to be 



68 PUBLIC GARAGES 

cut off, with the switch open, taking care to have the string tight 
enough so the dropping of the piece will open the switch. 

Grinding in the Lathe. 
Many a shop owner does 
not feel that the cost of a 
separate grinder is war- 
ranted by his work, even 
though he does have 
quite a little grinding to 
do. When this is the 
ease, a grinder can be 
rigged up on the lathe. 
This is done as shown in 
Fig. 46. The large pulley 
on the line shaft and the 
small pulley at the 
grinder give a sufficiently 
high speed. The lathe 
tg, ways form a support for 
the work if it is large, 
while the carriage feed and 
cross-feed give a movement of 
the grinding wheel along or 
across the ways as needed. 

Milling in the Lathe. In 
using , the lathe for milling 
purposes, the cutter is mounted 
on the spindle, and the work 
is placed in a special fixture 
which will allow an up and 
down movement. The carriage 
travel carries the work up to 
the eutter,the cross-feed allows 
feeding it across the face of the 
cutter, while the fixture gives 
an up and down feed. By thb 
means, a considerable range of 
flat surface work can be done. 



Us. 45. Simple Electric Sicnsi Applied to Hack 



PUBLIC GARAGES 69 

Vtility of Portable Ekctric Motor. Mention of the utility of the 
portable electric motor in the small shop has already been made, but 



this subject should be empha- 
sized. When a small portable 
electric motor is properly 
rigged up and used to its full 
extent, it is surprising how 
much good work and what a 
diversity of work it will do. 
For grinding, buffing, and 
similar work, the motor, with 
a flexible shaft, should be 
rigged up on a. movable truck 
about as shown in Fig. 47, 
When the drilling must be 
exaet, the motor can be 
mounted in a special vertical 
stand as shown in Fig. 4S. 

Tool Equipment for 
Larger Shops 

Additional Tools. Usually 
the larger and more preten- 
tious shop will have a fully 
equipped repair shop. Such 
a shop would have all of the 
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tools that have been described, with their various attachments 
and accessories, and also a number of larger machine tools, which are 
necessary and are economical, or time saving, on larger or more com- 
plicated work. Some such tools are the planer shaper milling 
machine; milling cutter grinder and other special grinders, as crank- 
shaft and cylinder grinders; and arbor and other presses, etc. As 
these are in all respects identical with those found in any machine 
shop, no further explanation of their uses is given here. 

Other Tools, There are n\any other machine tools, but they are 
mainly modifications of the basic types which have been mentioned. 
Moreover, the garage man is not interested in them because they are 
high priced, and are not particularly adapted to his work. The main 
things the garage man should have in mind when buying machine tools 
is adaptability to his work and the necessary volume of work to 
warrant the expenditure. If all garage men would purchase their 
tools on this basis, and this alone, they would avoid much useless 
expenditure and equally needless extra overhead charges on account 
of idle machines. 
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MOTORCYCLES 



INTRODUCTION 



Evolution of the Motorcycle. The same period which has 
brought the automobile to its present state of perfection has also 
witnessed the birth and development of the motorcycle. This two- 
wheeled motor vehicle was developed from the bicycle; in fact, the 
first motorcycles were bicycles with motors attached. However, 
owing to the comparatively high speed attained, the strains put upon 
the bicycle frame were too great, and extensive modifications were 
carried out, which resulted in a distinctive design and construction 
to stand the requirements of the service. It is significant of the 
general improvement in the construction that several motor bicycles 
have recently been designed and are giving good service. 

The motorcycle started entirely as a pleasure, or sporting, vehicle, 
used by a few bicycle enthusiasts who desired greater speed or by 
racing men for pacemaking. Gradually, however, the utility of the 
machine in many directions became established, and now its place in 
its own field is as surely fixed as that of the automobile itself. For 
single or tandem road work, for package delivery, for messenger 
service, for military duty, and for a hundred other important offices, 
it is unexcelled, and the thousands upon thousands of machines that 
are sold every year in this country alone bear testimony to its popu- 
larity. There are other indications in some recently developed types 
that the field of usefulness of this flexible machine will be broadened 
still further. 

Standard Specifications. The conventionalized American motor- 
cycle is of two-cylinder construction. The frame is tubular and 
diamond shaped, with a double crossbar at the top, between which 
bars are located a gasoline tank and an oil tank. At its lowest point 
the frame is in the form of a loop, in which is clamped the aluminum 
crankcase of a twin-cylinder air-cooled motor, with the cylinders set 
V-shaped and a carburetor fitted between. Separate exhaust pipes 
lead from each cylinder to a muffler. The motor is of the L-head 
type, with the cylinders, as a rule, cast in one piece. The exhaust 
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valves are at one side of the motor and are operated by cams on the 
lower side of the erankcase. The same cam often operates both 
exhaust valves. 

In a removable cage on the roof of the valve pocket just over the 
exhaust valve, is located the intake valve, which is operated by a 
rocker arm above it, controlled by a push rod running up the side of 
the motor from the cam case. The erankcase contains two flywheels, 
which form also the crank arms of a built-up crank. Both connecting 
rods are fastened to the same crankpin, and these rods run down 
between the flywheels. 

In the cam case is a small plunger oil pump which piunps oil in 
small quantities to the forward cylinder, this oil being delivered 
through the wall of the cylinder directly onto the piston at the lower 
end of its stroke. From this point the oil drops into the erankcase 
and is thrown up through the rest of the motor by the splash system. 
The crankshaft on one side runs into the cam case, from which a train 
of gears drives a magneto for ignition. The advance and the retard of 
this magneto are controlled by twisting one of the handlebars of the 
motorcycle, this motion being ordinarily transmitted to the magneto 
through a series of bell cranks and rods. The throttle is controlled 
by twisting the opposite handlebar; so the control of the entire 
machine is always within the driver's grasp. 

The right end of the motor shaft projects beyond the right side 
of the case and ends in a small roller-chain sprocket, from which a 
chain runs to a larger sprocket on a countershaft set at the base of 
(or just back of) the vertical frame-tube member. Since change- 
speed gearsets are becoming common, this shaft is generally located 
back of the seat-post tube. The large countershaft sprocket connects 
with a small countershaft sprocket or with a gearset by means of a 
multiple-disc friction clutch, either of the dry fabric-faced type or of 
the metal type. This clutch may be operated by a lever in front 
of the driver's seat or by a foot pedal or by both. From the counter- 
shaft, a chain runs from a smaller sprocket to a larger sprocket on the 
rear wheel hub of the motorcycle. In this hub is located a brake (or 
brakes) of the expanding or contracting type or of both, operating on 
a brake drum. The rear end of the frame is often mounted on springs 
from the seat-post back, the lower frame forks being pivoted and the 
upper connection sprung. Within this triangle and generally back of 
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the seat post is fitted a tool box, while over the wheel a luggage carrier 
forms the stock equipment. A stand is always fitted on the rear 
wheel to enable one to leave the motorcycle without its "falling over. 

The saddle is very large, as compared with a bicycle seat, and has 
sensitive springs, as well as being mounted usually in a spring-seat 
post located in the vertical-tube member. This saddle is always 
placed as low as possible on the frame. The front forks are mounted 
on some sort of springs — ^generally of the flat-leaf type — in order to 
absorb the shocks and thus avoid metal fatigue in the machine as 
well as bodily fatigue in the rider. This, in outline, is the American 
motorcycle of today. 

Present Trend of Models. This outline is that of what might 
be called the American heavy-duty motorcycle. About 1914 or 1915, 
it looked as if this twin-cylinder type, with a change-speed mechanism, 
would soon displace all other designs. Later developments, however, 
have brought out several decidedly light-weight machines and at 
least two motor wheels, so that for 1917 there are more types than 
ever before. One set of riders has been demanding greater power and 
greater comfort in each season's models, until we have the expensive 
high-powered three-speed electric-lighted machines, suitable for all 
kinds of cross-country work; another class has been clamoring for 
a light machine of minimum cost both for initial price and for up-keep. 
These light machines are, of course, limited to city work and other 
more or less ideal conditions, but they are meeting the want of a large 
class of buyers. Many of the designs are very similar to the experi- 
mental machines developed abroad in the last few years preceding 

the war. 

HISTORY 

Early Machines. The first motorcycle built was the work of 
Gottlieb Daimler, who in 1885 built a two-wheeled vehicle to try out 
a gasoline motor with which he was experimenting. This machine 
was the forerunner not only of the motorcycle but of the automobile 
as well. De Dion of France, with Karl Benz of Germany, developed 
along with the automobile the gasoline motor, and the De Dion type 
was soon applied to a motor tricycle, followed by a motor bicycle 
using the same motor. 

This motor was the predecessor of the motorcycle motor of 
today. The cylinder arrangement and the location of the compression 
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chamber were almost identical. Two flywheels were used^ with a 
comiecting rod between, and the flywheels were entirely enclosed in 
the crankcase. Viewed in the light of modem design, the motor was 
very crude but developed horsepower enough to drive this early 
machine at what was then considered an astonishing speed — 30 
miles per hour. 

The foreign machines were developed between 1894 and 1898, 
when an American inventor, who had been building racing bicycles, 
took up the motor-driven tandem as a pace-making mount for bicycle 
racing. As the motorcycle is all wheel base and no tread, it has no 
difficulty in holding the road at any speed; a fact which made it 
very adaptable to this kind of service. The transmission of this 
machine, designed by Oscar Hedstrom, was the basis of the formation 
of a company for the manufacture of motor bicycles, with George 
M. Hendee as the business manager of the concern. At about the 
same time, the Thomas, the Holly, the Orient, and the Mitchell 
motorcycles were being developed. 

Two-Cylinder Motors, Glenn Curtiss was one of the first to 
develop a two-cylinder motor. It was in connection with his experi- 
ments with motors that he built a motorcycle equipped with an eight- 
cylinder V-type motor, which, covering a mile in 26.4 seconds — the 
fastest mile ever covered by man — ^held the record until recent date. 

The first motors built were small-power engines of about the 
same stroke as bore; they attained surprising speed and cooled very 
successfully with flanges of small area. 

Starting with 2.5-horsepower motors, power and weight were 
continually added until motors of 12- and even 14-horsepower have 
become common practice. The latter are, for the most part, of large 
bore and of comparatively slow speed, but, through the activity of 
European developments, light-weight machines with high-speed 
motors are coming into prominence. 

Influence of High-Speed Motors. In the early days, when 
materials and workmanship were questionable except at a great 
expense, high speed in a motor was a disadvantage and tended toward 
short life. Belt drive from the motor to the rear wheels was conunon, 
and hence motors could not be geared below a certain ratio without 
having the belt pulley too small to transmit the power. Flat belts 
became very popular in America and were used on such machines as 
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the Excelsior, the Harley-Davidson, the Yale, etc., while the Reading- 
Standard and the Indian factories consistently held to chain drive. 
Within the past few years, with the introduction of change-speed 
gears and high-speed motors, a positive drive has become a necessity, 
and chain drive with reduction to a coimtershaft located between the 
motor and the rear wheel has become almost standard practice. 
Foreign designers still favor the belt to transmit the power from the 
countershaft to the rear wheel, claiming that this gives greater flexi- 
bility of drive. American makers obtain smoothness of action by 
incorporating a slipping clutch in the transmission. 

Light-Weight Machine. First to bring into prominence the 
light-weight motorcycle and high-speed motor was the Douglas 
Company, of England, which built a small horizontal-opposed two- 
cylinder air-cooled motor — a, success above 4000 r.p.m. by virtue of 
its almost perfect balance of moving parts. This motor was set 
fore-and-aft in a light frame, with a chain taking the power from 
the motor to a countershaft at the frame junction below. A 
V-type pulley was the front member of the belt-driven system, and 
the gear reduction of the first chain drive threw a minimum strain on 
the belt and hence proved very reliable. This machine weighed, 
complete, about 183 pounds, and yet it was capable of the same road 
performance as the high-power American machines of greater weight. 

In developing the new series of light-weight machines, already 
mentioned, the American designers have undoubtedly been influenced 
by the English successes along these hnes. The single cylinder has 
been retained, and the two-cyUnder opposed engine is coming rapidly 
to the front. 

Modern Improvements. While the light machines have been 
developing, the refinement of the standard twin V-type has gone stead- 
ily on. The greatest improvements of recent date have been toward 
making the motorcycle more comfortable, cleaner, easier to operate, 
more reliable, and more foolproof. This, in nearly every case, has 
meant an increase in cost rather than a decrease, but buyers prefer a 
completely equipped machine at higher prices to partially developed 
mounts at lower figures. Four-cylinder machines are becoming 
popular with each succeeding year, and the manufacturers are also 
incorporating three-speed gearsets, self-starting systems, and other 
automobile features to as great an extent as possible. 
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With the many improvements in construction, convenience, and 
reliability in the motorcycle has come a broadening of its field of 
usefulness. Fitted with a sidecar and with an extra wheel, it has 
become the family carryall or has been utilized for city runs and 
delivery purposes. In the recent wars, motorcycles have played a 
very important part in the transmission of messages and in the quick 
dispatch of repair men and scx>uts for emergency service. A number 
of the sidecar vehicles have even been fitted with machine guns and 
very successfully used for rapid reconnoissance work. 

TYPES OF MOTORCYCLES 

Smith Motor Wheel. Although not a motorcycle in itself, the 
Smith Motor Wheel for attachment to bicycles has added hundreds of 



enthusiasts to the motorcyclist family. This wheel is a self- 
contained power plant consisting of a single-cylinder four-cycle air- 
cooled engine, having a bore of 2| inches and a stroke of 2} inches. 
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The ei^;me is carried upon a bed which is flexibly attached to the 
bicycle frame, the motor wheel following slightly behind the rear 




wheel of the bicycle, as shown in Fig. 1. One end of the engine crank- 
shaft cvries the flywheel, while the other end is geared internally to 
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the driving wheel. The effect of this attachment is very much the 
same as that of the person running along the side of a bicycle rider 
and pushing him by means of the seat post, the connection between 
the motor wheel and the bicycle being quite flexible. This motor 
wheel has been adapted to all kinds of service, such as light delivery 



Fig. 3. Rear of A. O. Smith Buckbo&nl 

vans and children's automobiles. The Smith Company has recently 
brought out a very light four-wheeled buckboard, Fig. 2, carrying 
two passengers and driven by the motor wheel. The rear connection 
of this model is shown in Fig. 3. 

Dayton. Using the same construction of power plant, the Davis 
Sewing Machine Company has developed the Dayton Motor Bicycle, 
which has a motor wheel suspended between the front forks in place 
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of the ordinary front bicycle wheel, Fig. 4. The illustration also 
indicates the location of the gasoline tank on the handlebars. 

Merke). Newest in the motor-wheel development is the design 
of Joseph F. Merkel, who is well known in the motorcycle world 
through the success of the Merkel Flyer. This Merkel motor wheel 
b a combination of single-cylinder engine and rear bicycle wheel. 



The engine is on one side of the wheel. Fig. 6, and the flywheel and 
magneto is carried on the other side, Fig. 6. The whole assembly is 
intended to replace the rear wheel of an ordinary bicycle. Fig. 7. 

CyclemotOT. Besides this crop of motor wheels and of motor- 
wheel applications, there has appeared again a group of engines to be 
attached to the frame of the bicycle, driving through a belt to a pulley 
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added to the rear wheel. Some years ago the same idea was attempted, 
but, owing to mechanical imperfections, did not seem to be success- 
ful. The big advance, however, which has been made in the design 
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it Merkel Motor Bicycle 




and construction of small gasoline engines and in the accessories 
employed with them, bids fair to make a success of these newer 
developments; in fact, some of them have been on the market lonjr 
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enough to have made a favorable impression abeady. A good example 
of this type of machine is the eyelemotor, illustrated in Fig. 8. 

Auto-Ped. It would be hardly fair to leave this crop of near 
motorcycles without mention of the Auto-Ped, which is a device on 
two wheels, with a small board between, and with an engine attached 
to the front wheel. The operator stands upon the board between the 
two wheels, as on a child's coaster, and controls the device through a 
handle which takes care of the steering. 

Light-Weight Motorcycles. No attempt will be made to describe 
or to even list all the light-weight machines that are now on the 
market. Short descriptions, however, will be given of the machines 
which are representative of a certain type of construction. In rela- 
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Fig. 9. Excelsior Light-Weight Motorcycle 
Cottrteiy of Excehior Motor Manufacturing and Supply Company, Chicago, Illinois 

tion to the light-weight movement, the two-cycle engine has come 
back into striking prominence. 

Excelsior. One of the best examples of the two-cycle engine is 
the Excelsior Light-Weight model, Fig. 9, which employs a single- 
cylinder two-cycle engine of 2iT-inch bore and 2f-inch stroke, giving 
a piston displacement of 22.87 cubic inches. The ignition is provided 
for by a high-tension magneto driven by a silent chain, and the drive 
is through a two-speed gear and V-belt. The ratio on high speed is 
5 A to 1 and on low speed Sxi to 1 . This design shows well-developed 
springing and a kick starter. 

Indian. Of the two-cylinder opposed chains the Indian Light 
Twin, Fig. 10, is among the most interesting. The cylinders lie fore- 
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and-sft at the bottom of a very large loop in the frame and are air 
cooled. The bore is 2 inches and the stroke is 2) inches, giving a total 



II 



piston displacement of 15.7 cubic inches. The Dixie magneto is 
mounted directly over the crankshaft. A three-speed sliding-gear 



14 MOTORCYCLES 

transmis^on, and a dry-plate clutch deliver the power to the final 
roller-chain drive. 

Thor. While cost of purchase and of upkeep have undoubtedly- 
been the leading factors in developing these light-weight machines, 
lightness, for its own 
sake, has a strong ap- 
peal to a large class of 
riders, and the Thor line 
includes a light twin of 
the V-cylinder construc- 
tion. Fig. 11, in which 
i low purchase cost does 
^ not enter into considera- 
I tion. This machine has 
1 5 cylinders with a 2f-inch 
I I bore and a 3J-inch 
S I stroke, or a total dis- 
!| e placement of 38.6 cubic 
5 £ inclies, and is provided 
^S with a high-tension 
J I magneto and with all the 
I other refinements of its 
- a brother Thor machines 
si of double the horse- 
> power. 

f Developments in 

I Standard Types. Two- 
Cylinder. So much for 
the general types repre- 
sentative of the new 
light-weight high-speed 
engine movement. 
Turning to the more 
standard American ma- 
chines, we find no radical changes in the twin-cylinder V-models or in 
the four-cylinder machines. There are, however, the usual improve- 
ments and refinements, with a seeming tendency to decrease the 
number of models by discarding the two-speed gear and standardizing 
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the three-speed type. This is probably owing to the fact that every 
machine sold is more than liable to have a sidecar, a rear car, or some 
other kind of a car or freight-carrying attachment placed upon it, and 
the three-speed machine has now been developed to a point where it 
can adequately take care of this kind of service— a demand which, a 
few seasons ago, the makers were inclined to feel was an abuse. 
Fig, 12 shows the latest of the Harley-Davidson Twins, the engine 
having a bore of 3A inches and a stroke of 3| inches, which gives it 
a piston displacement of 60,34 cubic inches. The dry-plate clutch. 



the three-speed transmission, the kick starter, and other features 
are not new, the only changes being slight refinements, which each 
season brings about. 

In passing, it should not be forgotten that the large single- 
cylinder type, which was the predecessor of the V-type, is still on the 
market, although its demise was predicted several seasons ago. This 
is because a number of large public-service corporations have found 
this type so successful in their trouble departments that they insist 
upon purchasing more of them each season. The wide-awake com- 
panies, however, are beginning to look more favorably upon the twin- 
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cylinder three-speed machines for their heavy service, and there is no 
question but that the large slow-speed single-cylinder type will in 
time drop out of sight. 

Four-Cylinder. The HendersonMotorcycleCompany, of Detroit, 
has been the successful champion of the four-cylinder design, 
Fig. 13. These engines are air cooled and have a bore of 2^ inches and 
a stroke of 3 inches, giving a piston displacement of 58.9 cubic inches. 
The Henderson has been on the market for several years, and the 
construction in the past has included a bevel gear at the rear of the 
crankshaft, which drove through a chain to a planetary two-speed 
transmission incorporated in the rear hub. For the coming season, 



this construction has been replaced by a three-speed sliding gear at 
the rear of the crankshaft, with a chain drive back to the standard 
types of hub and band brakes. One of the features of the four- 
cylinder machine is its very rapid acceleration, which makes it very 
easy to handle in traffic — excellent for police-department work. 

Another four-cylinder machine, the Militaire, has recently been 
announced, which is illustrated in Fig. 14. This carries an engine of 
2H-inch bore and 3-inch stroke, with a piston displacement of 68 
cubic inches. The specifications list such unusual features as a selec- 
tive sliding-gear shaft having three speeds forward and a reverse, 
which forms a unit with the engine. The drive is by propeller shaft. 
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Fig. 15. Rear View of Militaire Motorcycle, Showing Auxiliary Wheels 
in Position for Supporting Motorcycle 

Courteajf of MUitaire Motor Vehide Company, buffalo, New York 

and the wheels are of artillery rather than wire type. In Fig. 15 
it will be noted that there are two auxiliary wheels which swing up 
oflF the ground; in 'their normal position^ they lie at each side of 
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the rear wheel. These auxiliary wheels are lowered, as shown in the 
figure, when the machine is left standing or when it is driven in 
very slow heavy traffic where the motorcyclist so often has to drag 
his feet upon the ground, 

ANALYSIS OF MOTORCYCLE MECHANISMS 

Nomenclature. Before going on with a discussion of engines and 
how to take care of them, it is best to make sure that the reader under- 
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a P»rt» of Motorcycle 



stands the names and purposes of the various parts that go to make 
up the complete machine. When dealing with the principles of the 
internal-combustion engine, we always deal with the single-cylinder 
type for the sake of simplicity, pointing out that in the two-cylinder 



i 



20 MOTORCYCLES 

and four-cylinder engines there has been but a combination of several 
single-cylinder engines. 

Referring to Fig. 16, we have at A the cylinder casting, which is 
made of gray cast iron, although in some cases it does not look it, 
owing to methods of sand blasting, enameling, etc. The cooling ribs 
are cast integral and are not of a different material shrunk on as was 
tried on some air-cooled automobile engines. At B is the crankcase, 
which is an aluminiun casting, usually highly polished. Most 
automobile crankcases are split along a horizontal plane, but the 
motorcycle crankcase is divided in the verticle plane and bolted 
together as shown. Piston, connecting rod, and flywheel assembly is 
shown at C. The piston moves up and down in the bore of the 
cylinder. It is usually made of cast iron and often drilled with a 
number of comparatively large holes to decrease its weight and also to 
assist in the lubrication of the cylinder wall. Aluminum is gaining in 
favor as a piston material because of its light weight. The purpose 
of the connecting rod is to change the back and forth, or reciprocating, 
motion of the piston into rotary motion at the crankshaft. This 
means that there are bearings at both ends. At the upper end, the 
bearing is called the wrist-pin bearing, because the small shaft across 
the piston is called the wrist pin. At the lower end, the bearing is 
known as the connecting rod bearing and the big end bearing. 

One of the main differences between the general design of the 
motorcycle engine and that of a small marine or an automobile engine 
is in construction. In the ordinary design, a one-piece crankshaft, 
as at Z>, is used, and this extends through the crankcase with the single 
flywheel E fastened on the outside, as in the Motor Wheel and in the 
Indian Light Twin. In all other motorcycle designs in this country, 
however, enclosed flywheels are used. In this case there is a flywheel 
on each side, as shown at F, these being housed inside the crankcase. 
The counter weights to balance the inertia forces of the piston are cast 
as part of these flywheels instead of being fastened on as is sometimes 
done with automobile crankshafts. 

A valve assembly is shown at G, giving the valve, the valve seat, 
the valve spring, the tappet, and the cam. The valve usually has a 
bevel seat, as shown, but in some cases it is flat. As the cam is 
revolved by the gearing from the crankshaft, the high portion comes 
under the bottom of the tappet and raises it upward. The tappet, 
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in turn, raises the valve from its seat, allowing gases to enter or to be 
exhausted from the cylinder, as the case may be. There is often an 
arm, or cam follower Hy interposed between the cam and the lower 
end of the tappet, but the general action is the same. 

It is quite common to use an overhead valve for the inlet, and in 
that case the valve often works in a removable cage H instead of 
seating directly on the cylinder casting. In order to get the action 
of the cam carried to the valve, the tappet raises a long push rod and 
this, in turn, raises one end of a rocker arm, the combination of motions 
opening the valve. 

PRINCIPLES OF ENGINE OPERATION 

Classification. Motorcycle engines of all designs are of. the 
internal-combustion engine type, which means that fuel is burned, or 
exploded, inside the cylinder of the engine, where the heat energy 
liberated is transformed intp mechanical energy. An example of an 
external-combustion engine is the ordinary steam engine, where the 
burning of the fuel takes place outside of the engine itself. 

There are two general types of the internal-combustion engine, 
known as the four-cycle and the two-cycle engines. Since these 
terms refer to the number of strikes of the piston for each power 
impulse for one particular cylinder, it would be more proper to speak 
of them as the four-stroke-cycle and the two-stroke-cycle, but custom 
has dropped the word stroke, 

Four-Stroke-Cycle, or Four-Cycle. Taking up the four-cycle 
operation first, as it is the more important so far as the number of 
machines is concerned, we will assume that the piston has passed the 
upper dead center, as at A, Fig. 17, and that at this point the inlet 
\ralve is well open. As the piston travels downward, the explosive 
mixture is drawn into the cylinder, and at the lower dead center the 
Inlet valve closes. As the piston travels back, both valves are closed 
B, and the mixture is compressed to from sixty to ninety pounds 
4)er square inch. At the time the piston reaches the top of the 
stroke again C, the spark occurs at the plug, igniting the charge. 
The rapid expansion, or explosion, of the gases, drives the piston down, 
this being known as the power stroke. The other two strokes are 
called the intake, or suction, and the compression strokes. At the 
end of the power stroke the exhaust valve opens D, and as the piston 
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returns to the top position, the burned gases are pushed out through 
the exhaust valve. The cycle of events b then repeated. Thus, 
we have four strokes of the piston for each power impulse, and this 
requires two complete revolutions of the crankshaft. 

Two-Stroke-Cycle, or Two-Cycle. In the two-cycle enpne, the 
same series of operations is performed in two strokes of the piston, 
or one revolution of the crankshaft; and this is accomplished by the 
use of crankcase compression and the difference in density of hot and 
cold gases. Referring to Fig. 18, it will be noticed that instead of the 
usual poppet valves of the four-cycle engine, the two-cycle en^e has 




dl Opwation of Thn»-Port Two<;ycIe Eogin* 
Courtaj/ ofMoiof Agt", Chicago 

Openings in the side of the cylinder, which are known as ports. There 
are two classes of these engines, based upon the number of ports 
employed. The more common is the three-port engine, in which 
the carburetor is connected by a passage to the crankcase, the port 
of this passage being opened and closed by the skirt of the piston. 

Starting with the piston at the lower dead center and traveling 
upward, there will be a partial vacuum produced in the crankcase 
which is air tight. When the skirt of the piston uncovers the inlet 
port, the vacuum will cause a rush of explosive gas into the crankcase 
A, Fig. 18. When the piston has reached the top dead center and 
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started down again, it will shut off this gas passage, and its further 
travel will compress the mixture in the crankcase to a few poimds 
pressure. Near the lower dead center B, the top of the piston will 
uncover the port of the by-pass from the crankcase to the chamber 
above. The gas in the crankcase, being under slight pressing, will 
rush up into the combustion chamber with considerable velocity, and, 
being colder than the spent gases of the preceding explosion, will drive 
these hot gases out through the third port, which was imcovered by 
the top of the piston a moment before it uncovered the by-pass. 
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FU. 19. Diagrams of Operation of Two-Port Two-Cyde Engine 
Courtesy of "Motor Age"^ Chicago 

In order that the fresh gases shall not pass directly across the 
piston and out through the exhaust port, leaving burned gases in the 
top of the cylinder, the piston is provided with a deflector so as to send 
the cold gases up to the top of the cyhnder, driving out the exhaust 
with as little waste of the fresh gases as possible. As the piston 
continues to pass upward, both the by-pass and the exhaust ports 
are closed again and the remainder of the stroke compresses the fresh 
gases. At the end of the compression stroke, that is, just after the 
piston passes upper dead center C, the spark occurs, igniting the 
charge and giving the power impulse to the piston. Thus we have 
inlef , compression, firing, and exhaust taking place in two strokes of 
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the piston, or, m other words, there is a power impulse for every 
revolution of the crankshaft. 

Upon the face of things, one might think that the two-cycle 
engine of equal dimensions and running at the same speed as a four- 
cycle engine would have exactly double the power of the latter. This, 
however, is not so, as the method of getting the gas into and out of the 
cylinder is less efficient in the two-cycle than in the fouiMjycle design. 

The two-port two-cycle engine varies from the three-port in but 
one particular, and that is that the passage between the crankcase 
and the carburetor is closed by an automatic spring-controlled valve 
instead of by the opening and closing of a port by the skirt of the 
piston. This is clearly shown in Fig, 19. 

CONSTRUCTION DETAILS 
Spring and Frame Construction. 

Seat-Post Springs. The springs used on 
a motorcycle to absorb the road shocks or 
to add to the . comfort of the rider are 
usually located on the front forks, in the 
rear frame, or in the seat post. One of 
the first firms to adopt a spring-seat 
post was the Harley-Davidson, but the Merkel had used a spring- 
frame construction some time previous. The more prominent of the 
modem spring constructions will be illustrated and discussed. 

The Merkel spring-frame construction is shown in Fig. 20, a 
coil spring being fitted under the saddle and forming a continuation 
of the upper forks. In action, the lower forks are pivoted about the 
crankshaft of the motor below, this acting as a radius for the rear 
axle. The upper forks support the entire weight of the motorcycle 
on the coil spring. 

The Harley-Davidson and the Dayton systems, which are very 
similar, are illustrated in Figs. 21 and 22. In these constructions, the 
vertical tube of the frame contains a plunger operated from a fixed 
center with a coil spring on either side. The saddle fastens to a radius 
rod at the top of this plunger, the front end of this radius rod being 
bolted to a clutch on the frame. The entire weight of the rider is 
supported through the saddle on the coil spring below, allowing a very 
easy-riding action. 
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Se«tPost 



28 MOTORCYCLES 

Rear and Front Frame Springs. The Pope uses a leaf-spring 
front fork and a spring type of rear suspension, Fig, 23. The suspen- 
sion consists of a drop-forged bracket on each side, brazed to the rear 
end of the frame, with a tension spring fastened to the top surface of 
the bracket. Double guide rods, as shown in the figure, are used, 
these rods carrying an axle yoke which is free to move between the 
jaws of the bracket, thus allowing the spring to absorb the rear 
vibration. Fig. 24 illustrates the Indian cradle-spring frame at the 
rear. This construction has the lower forks pivoted as on the Merkel, 



Fi(. 31. Hsrley-Davidaon SpriiiK Seat PoBt Fib. 22. Dayton Spring Seat Post 

but the weight of machine and rider is supported on the two leaf 
springs, as shown. The details of the front-fork leaf springs of the 
Indian are shown in Fig, 25, 

Types of Frames. There are two types of frames ordinarily used 
in motorcycle construction. One is formed with a loop, as shown in 
Fig. 26, the motor fastening to lugs on either side of the loop. This 
construction makes the machine very easy to assemble, and the 
frame is equally strong whether the motor is in or out of the frame. 
The other construction is similar to this, except that the loop below 
is eliminated, as shown very noticeably in Fig, 9, The lugs fnst^n 
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directly to the crankcase of the motor, which thus becomes the lower 
member of the frame. 

Motors. Motors for motorcycle use are usually of the four-cycle 
air-cooled variety. These 
motors, as previously 
described, are now built 
with one, two, and four 
cylinders. Water-cooHng 
has been tried abroad on 
motorcycles with consid- 
erable success, but so far 
has not been applied In 
America. 

Single -Cylinder 
Type. We have already 
predicted the disappear- 
ance of the large size sin- 
gle-cylinder engine which 

is still favored by some pi,. 23. Pope R«.r Frame Spring Arrangement 

of the public-service cor- 
porations, and, at the 
same time, have pointed 
out the crop of new 
machines of the light- 
weight tj'pe which em- 
ploy the one-cylinder 
engine, to say nothing of 
the popular motor-wheel 
type. Some of these light 
singles work upon the 
four-cycle principle, while 
there is also a lai^ crop 
of the two-stroke variety. 
Fig. 27 shows a section of 
the Excelsior light- 
weight two-cycle engine, 
in which one of the points 
worth noting is the de- Fig. 24. Indian 



28 MOTORCYCLES 

fleeter built into the piston head for the purpose of causing the fresh 
gases to sweepclear around the domeof the cylinder before reachingthe 
exhaust port. It may also be noted that the top piston ring is pinned, 
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Flfl. 26. Loop Frama Showing Lufa for Motor AttocLuneDt 

as should be the case in all two-cycle engines in order to prevent the 
ends of the rings from working around and becoming snapped off at 
the cylinder ports. The piston is drilled full of large holes in order to 
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assist the lubrication and, at the same time, reduce the weight. This 
is EDotber one of the engines with the outside type of flywheel and with 
the split-bushing-capped connecting-rod end, both similar to auto- 
mobile practice. The valve at the upper left-hand portion of the 
combustion chamber has nothing to do with the two-cycle operation, 
but is merely a relief valve which releases the compression at the time 
of cranking. 

Another single-cylinder type, Fig. 28, is the Smith Motor Wheel 
power plant. This type works on a four-cycle principle. The inlet 
valve above is of the auto- 
matic type, that is, instead of 
being opened mechanically, it 
is opened by the difference 
in pressure during the suc- 
tion stroke. The exhaust 
valve is mechanically opened 
by the usual valve mechan- 
ism. Again, we have the 
outside flywheel and the split 
lower end to the connecting 
rod. In this case, the lubri- 
cation is by splash, and a 
iai^e dipper will be noted 
upon the lower half of the 
connecting-rod cap. The 
construction of the Dayton 
Motor Bicycle engine is the 
same. 

Two-Cylinder Type. In r- '^'",;>^^^^''^Z^T^'"'^^^ 

* '"^ CourUti/ of Ex^asutr Motor Man-ufactumis and att^pty 

the two-cylinder field the c™p<.-.„, chk^. /«.««. 

V-type engines seemed to be supreme in 1915; but again the light- 
weight brothers have disturbed the trend of practice, and the two- 
cylinder four-cycle opposed engine is making as bard a fight for popular 
favor in the light-weight field as the single-cylinder two-cycle. In the 
Indian model, a cross-section of which is shown in Fig. 29, we have 
an example of this construction. It is the same general design 
which English makers have been able to run at 4000 r.p.m. in their 
light-weight machines. The crank throws are set at 180 degrees. In 
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the V-machines the cylindere stand at from 42 to 50 degrees between 
the center lines, depending upon the ideas of the designer. An inter- 
esting feature of the design is to be noted in the placing of the valves at 
an angle in the combustion chamber, making the engine very compact. 
The split connecting-rod bushing and the external flywheel are used. . 




In Fig. 30, we come back to what we have come to think of as 
the highest development of American motorcycle practice, namely, 
the two-cylinder V-type engine. This particular figure shows the 
Harley-Davidson power plant, which is of the L-head cylinder con- 
struction with the inlet valve above the exhaust and operated 
mechanically by a push rod and rocker arm. Other engines of the 
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V-type have the infet and the exhaust valves side by side in the bot- 
tom of the combustion chamber, while the third school of design places 
both the inlet and the exhaust valves in the top of the cylinder head, 
operating them through rocker arms as just described. 

Instead of an external single flywheel, as we have just described 
in several cases, the V-cylinder engines have enclosed flywheels with 
the crankpin and two crankshafts fitted into them by stout tapers. 




Fig. 29. Section of Indian Twin-Cylinder Opposed Engine 
Courtety of Hendee Manufacturing Company, Springfidd, Ma^sachuaeUa 

The counterbalaxices for the inertia forces of the piston are cast as 
part of the flywheels. With the single crankpin and the two rods, 
there are two possible constructions for the lower-end bearings. One 
would be with the rods placed side by side, while the other would 
be the forked rod as shown in Fig. 31. This is the design that has 
become standard practice. Although at first the amateur might 
think that these rods would interfere with each other, the relative 
motion between them is really very slight. 
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In the highest development of these unachines, roller bearings 
are used at the big end of the connecting rods instead of the split 
bushing, which has been 
referred to in the light- 
weight engine described. 
Great skill is required in 
fitting these bearings, for 
if one roller is larger than 
the other rollers by a very 
small h-action of an inch, 
there will be a binding of 
the bearing upon the 
shaft. When they are 
correctly fitted, however, 
and properly lubricated, 
their life is very long, and 
the friction loss is held at 
a minimum. 

Instead of the cams 
working directly upon the 
ends of tappets to raise 
the valves, it is usual to 
interpose arms, or followers, as 
shown in Fig. 30. Just above 
the cam wheel or the large gear 
is a small rack or portion of a 
gear. This is connected to the 
compression relief and when it 
is desired to relieve the com- 
pression to the motor, this part 
gear is rotated and, through a 
lever connected to it, raises 
both inlet valves sUghtly off 
their seats so that the compres- 
sion is materially decreased. 
Four-Cylitider Type. Figs. 
32 and 33 illustrate the Hen- 
derson four-cjlinder motor- 
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cycle. This is also air-cooled and of the L-head type, with overhead 
inlet valves. It is designed for medium-high speed, has a three-bearing 
four-throw crankshaft, three-ring pistons, an enclosed flywheel, and a 
bevel-gear reduction. The motor is lubricated by splash from the oil 
in the base of the crankcase, as will be noted in Fig. 33. This motor 
is particularly neat, noiseless, and flexible. 

European High-Speed . Type. Foreigners, with their generous 
experimenting, have gone farther in motorcycle design than have our 



designers in America. The progress, however, has been in the line of 
experimental work and individual building rather than in workman- 
ship or in accuracy of production, the latter being the American's 
strong specialization. America, in spite of its heavy road conditions, 
is not experimenting with water-cooled motors for motorcycles, 
though England uses them to a limited extent. One of the most 
prominent motorcycle builders in England departs from standard 
practice in adopting both water-cooled and two-cycle principles. 
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Consistent performance as a result of these innovations, coupled 
with good workmanship, has given this machine great prominence. 



Fie. 33. Side and End SecUous of Hendenon FDur-Cylinder Motor 

Europe's greatest advantage, however, in motorcycle construc- 
tion has been exemplified by the development of the high-speed 
motorcycle motor. This is ordinarily 
of the honzontal-opposed type, the 
most prominent high-speed low- 
weight construction being the 
Douglas, a British machine. This 
motor is able to maintain this high 
speed through a crankshaft balance 
which is practically perfect, allowing 
it to run at the abnormally high speed 
of 4000 r.p.m. for long periods without 
fatigue of material, and hence with 
great efficiency. The motor b of the 
L-head type, with air-cooled cylinders 
and an outside flywheel. The cylin- 
ders being placed opposite each other, 
the counterbalanced cranks are set 180 
degreesapart. Theentiremotorcycleis 
said to weigh under 200 pounds and at- 

Fifl, 34. Eliodiuir Lubncatinc 

SyBiem talns spccds Well above a mileammute. 

Water cooling is another English experiment, which has proven 
successful. It has not been generally adopted in Europe, however, 
and air cooling has been perfectly satisfactory in this country. 
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Lubrication. Path of Oil. A lubricating system, as used on 
the Excelsior motorcycle motor, is shown in Fig. 34, and gives the 
particularly neat method by which motors of 
this type are oiled. In this case, the oil is first 
fed to the main bearing on the cam-case side, as 
shown by the arrow. This oil is fed by pressure 
from a pump and, after covering this bearing, 
is forced out at the end and flows through the 
drill hole shown, which brings it out above by 
centrifugal force to the connecting-rod bearing. 
This bearing throws the excess oil out, splash- 
ing it in all directions and up through the slot 
through which the connecting rod runs. From 
here it runs out on either side and gathers in a 
groove at the bottom edge of the cylinder. The 
bottom of the piston drops into this trough of 
oil every time it comes down, thus carrying the 
even film with it up the walls of the cylinder. 
The excess oil flows down the side of the crank- 
case and feeds the right-hand bearing. Excess p^ ^ Eioeinor on 
from here is caught on the outer end of the ^"^^ 

shaft and returned to the 
crankcase, where it is 
splashed up again into 
the motor for further use. 

In a V-type twin- 
cylinder motor where the 
oil trough at the bottom 
of the cylinder cannot 
catch an even amount on 
account of the cylinder 
angularity, the oil is gen- 
erally allowed to drain 
back at once on the rear 

cylinder, and, instead of Rg. se. H.riBy-D»vidBon Ronei-cam oil pump 
going to a main hearing first, it is fed to the forward cylinder. 

Oil Pumps. Fig. 35 shows a type of oi! pump which is used to 
feed the oil to the motor. In this construction a small worm drive 
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from the cam case or the magneto gear case turns a small crank which 
operates a vertical plunger. This plunger cylinder is so arranged that 
on the top of the stroke oil may flow into the cylinder space, a ball 
cheek valve holding the 
oil from being sucked into 
the cylinder. On the 
down stroke, the oil inlet 
is covered by the piston, 
and the ball cheek valve 
opens to allowthe plunger 
to force the oil in the cyl- 
inder out of the motor. 
Fig. 36 illustrates a 
special type of pump, in 
which the plunger P is 
operated by a peculiar- 
Fig. 37. Eioeisior swtw with Automatic shapcd rollcr caffi H. 



The shaft of this roller cam contains the elements of a rotary valve, 
with openings at A and D, so that the oil is fed positively through a 
sight feed G on its way to the motor. There are no ball check valves in 
this construction, and a screw J enables one to adjust the amount of 



MOTORCYCLES 37 

oil delivered to the motor within very narrow limits. The intake oil 
pipe is shown at S. The oil is fed to the motor through the opening 
G. Since oiling is so important a part of the high-speed motor opera- 
tion, the development of this device has made a change in the 
reliability of the modern motorcycle. 

The quality of the oil used is of great importance in the life of a 
motorcycle. Each maker recommends oils suited to his machine, and 
it is well to follow these suggestions. 

Starting. It is hardly probable that the complication of electric 
starting will be adopted widely for motorcycle use, as it is generally 
more trouble to operate a power starter and keep it in repair than to 
use the simple form of kick starter which has become so popular and 
which now is fitted to almost 
all American machines. 

Figs. 37 and 38 show 
forms of starters in use on the 
Excelsior and Indian motor- 
cycles, respectively. The 
main shaft on one side or the 
other is fitted with a small 
gear pinion which is fastened 
to the shaft on a ratchet or 

I J. I- /\a J. Fig 30. Tyolctl EtDBncIing-Band Brake 

over-runmng clutch. Off to c« »/ ffVVfl3,o« ««^ c™p„^, 
one side is pivoted a gear MUwavtec. ifMamnn 

quadrant fastened to a pedal, which is often of the folding type. 
Pushing down on this pedal with the foot meshes the pinion with the 
quadrant, and a quick thrust or kick of a quarter-turn will then turn 
the motor over several times at fair speed. When the motor starts, 
the small pinion is released, and a strong pull brings the quadrant 
back to its former position, out of mesh with its pinion. The pedal 
is generally fastened in this upward position by means of a clip so 
that it cannot rattle. 

Brakes. A cumber of types of brake construction are used on 
motorcycles, but they are mostly of the expanding- or contracting- 
band variety. Fig. 39 shows the construction of an expanding-band 
brake. The band is of springy material and covered with a brake- 
lining material. The shoe, or ring, fits inside the brake drum which 
is keyed to the rear-wheel hub. Operation of the lever pushes 

305 
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the ends of the band apart so that it expands forcibly against the 
interior of the drum. 

A similar band may be fitted outside the drum, but in this 
case the fabric will be on the inside of the band, and the lever will 
pull the band tight on the outside of the drum. This is known as the 
contracting-band brake. Fig. 40 shows the brake used on the Excelsior 
motorcycle combining both types, the expanding and contracting 



He. 40. Typical 'Double-Aoting Band Brake 

Cfntrtttv of ExcHaioT Motor MunufaeiMrino and Suppty 

Company. Chicaeo. lUituit 

bands being shown in section with their linings in place. The 
operation is by two levers, shown in the lower part of the illustration. 

Fig. 41 illustrates the pedals fitted to the Henderson motorcycle, 
which operate the brakes of this complete little machine. 

Drive. Belt Drive. The early motorcycles employed belt 
drives of either the V- or the flat-faced types. As the power output 
increased, the belt slippage became excessive and the chain drive 
began to predominate. In the new light-weight machines, however, 
the belt drive has reappeared, especially in the V-type of construction. 
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which consists of a continuous two- or three-ply belt of leather with 
blocks of leather riveted to it. Fig. 42. The blocks are about 1 inch 
thick, and the sides are beveled off at the same angle as the V-pulleys. 



II, Cedar Bapidt, Iowa 

Shaft Drive. The Pierce Company of Buffi^lo at one time built a 
shaft-driven four-cylinder motorcycle, but discontinued it after a few 
seasons. The shaft drive is again announced on the Militaire, a 
foui>cylinder machine, already shown in Fig. 14. 



Vif- 43. lodisn Multiple-Disc Clutch uid Three-Speed Geu Set 

Chains. For heavy powers the roller chain seems to have proved 
itself the most efficient. This construction is the outgrowth of bicycle 
practice, and we now usually find two chains, one from the engine to 
the gearset and the other from the gearset back to the rear hub. The 
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chain is made up of a series of rollers turning on hardened pins which 
stand between the side bars. If kept in proper condition, the friction 
loss is very small. 

Clutches. Several kinds of clutches 
are used on motorcycles, the one most used 
being of the multiple dry-disc type, as 
shown at the left end of Fig. 43. This 
consists of a. number of thin metallic discs 
faced with fabric brake-lining material and 
keyed alternately to the center shaft and 
the containing drum. When springs are 
allowed to thrust these plates tightly 
together, the amount of friction generated 
makes a reliable drive between the drum 
and the central shaft. Suitable mech- 
anism is arranged so that, when it is desired 
to disengage the clutch, a lever or pedal 
can release this spring pressure and allow 
the discs to run free without friction 

Fie- 44. BecUonal View of Reading- , , ^, 

StMidard Cone Clutch bctWCen them. 



Metal-to-metal clutches consist of a set of metal discs brought 
into or out of contact by means of a lever. These are generally run 
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in oil to prevent their heating. When the spring pressure Is applied, 
it takes a numher of revolutions to drive out the oil from between the 
plates and thus prevent a grabbing clutch. 

The Reading-Standard motorcycle, instead of employing a 
countershaft back of the motor, fits an internal-gear countershaft to 
the side of the crankcase and drives from this to the main drive 
sprocket by means of an ordinary automobile-type cone clutch. 
This clutch is shown in Fig. 44. A cone on this clutch is faced with 
leather and operates exactly like an automobile clutch. 

Qearsets, or Change-Speed Mechanisms. Modern motorcycles 
are almost invariably fitted with change-speed gears, which might 
be classed as one-, two-, 
and three-speed types. 

One-Speed. The 
one-speed gear — if it 
can be so called — is 
merely a dog-clutch ar- 
rangement. Fig. 45, used 
to disconnect the motor 
from the rear wheels 
when the clutch is in 
engagement. The cen- 
tral part is a ring which 
can be moved from 
right to left in order to 
fit the notches in its 
face into those on an 
adjacent ring connected to the driving sprocket. The sliding of this 
member is accomplished by means of the small lever. 

Two-Speed Planetary. Where but two speeds forward are 
desired, the planetary, or epicyclic, gearset has proven popular. 
This type, which is sometimes called the sun and planet gear, is 
made up of a nest of small gears which usually mesh with an internal 
gear at the same time that they are revolving about a common center 
gear. The small gears not only revolve in space, but also revolve 
upon their own axes. By holding the internal gear in place, a desired 
reduction can be obtained. Such gears were employed upon the 
Harley-Davidson and the Henderson; but, as mentioned before, the 
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trend is toward the three-speed sliding-gear transmission, and none of 
the late catalogues of the well-known makers list the planetary gear. 
Two-Speed Gear. Fig. 46 shows a Dayton sliding ring two-speed 
transmission fitted with a multiple-disc clutch, shown in section. 
This clutch is operated by a lever or pedal and, when in engagement, 
enables the sprocket at the left to drive through the gear mechanism 
to the middle, or main drive sprocket. If the small cam ring, shown 
in the center of the gearset, is moved to the left by a lever, the 
dogs engage a shaft from the left sprocket direct to the main sprocket, 
so that one is driving on high gear. On releasing the clutch, the cam 



I^. 17. Huley-Davidsou Thiee-Speed TranamiaBion 

ring in the center of the gearset can be shitted to the right to mesh 
with the smaBer gear on that side, which is driven by the sprocket at 
the left. This gear now drives through the two lower back gears, back 
through the upper left-hand gear to the main sprocket, which now, 
instead of traveling with the left one, travels at about half its speed. 
This is low-gear position. This type of gearset is used on a number 
of prominent motorcycles, the differences being mainly in details. 
Three-Speed Gear. Fig. 47 shows a three-speed gear fitted to 
the Harley-Davidson, operating on the same principle as the two- 
speed gears just mentioned. At the extreme left is shown the clutch 
and the large and small sprockets. The lower shaft to the gearset is 
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the main shaft, and the two gears at the right on this lower shaft slide 
on keys on the shaft. The shaft is driven by a big sprocket, while the 
smaUer sprocket is fast- 
ened to the left-hand 
gear. If the two sHding 
gears are shifted to the 
left, a dog engages them 
with the left-hand gear, 
these dogs being cleariy 
seen in the cut. If the 
gears move to the posi- 
tion shown in the cut, 
the machine is on 
second speed, driving 
through the four gears 
which are in mesh. If 
the two gears are shifted farther to the right, the right-hand one 
of the two lower gears comes in mesh with the right-hand big gear, 
and the machine is on its lowest gear ratio. The method of mount- 
ing this gearset on the Harley- 
DavidsQn is shown in Fig. 48. 

A smaller three-speedgi:arset 
used on the Indian motorcycle is 
shown in Fig. 43 in connection 
with the disc clutch attached. In 
this case a single sliding gear on 
the princpial shaft makes all the 
connections and, gives a progres- 
sive gearset of extreme simplicity. 
A gearset is a necessity on motor- 
cycles intended for passenger use. 

Electrical Equipment. Devel- 
opmertifrom Battery Current. In 
the earlier days of the motorcycle, 
the electrical current for ignition 
was furnished by dry cells and stepped-up to the required voltage by 
an induction coil. The next development was the almost universal 
equipment with high-tension magnetos, which -generated the spark 
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mechanicalty and directly furnished high-tension current. With the 
coming of electric lighting and starting equipment on all automobiles, 
the motorcycle enthusiast saw 
the advantage of the electric 
head and tail lights, to say 
nothing of a warning signal, 
and was not slow to demand 
this upon his own type of ma- 
chme. The very nature of dry 
cells works against their con- 
tinual use for supplying head- 
light current, and the storage 
battery has therefore been the 
only solution of the problem. 
A storage battery, however, to 
be carried upon the motorcycle 
must be rather small in size 
and thereby limited 
in capacity. 

In the history 
I of automobile light- 
ing, the owner soon 
demanded that a 
generator be driven 
by the engine for 
the purpose of 
keeping the storage 
battery in a 
charged condition, 
instead of having to 
take it some place 
for charging from 
an external source. 
The same thing fol- 
lowed in the motor- 
cycle field ; and we have seen developed a series of generators, Fig. 49, 
driven mechanically by the engine, which are capable of keeping the 
battery floating on the line or of sometimes taking care of the lights. 

J12 
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Maffneto Generators. These generating machines — the Splitdorf 
type shown in Fig. 50 is used on the Indian — are a unique conception 
and apparently have not been influenced by automobile practice, 
for the instruments usually combine a high-tension magneto and a low- 
tension generator. This combination makes a single-unit machine 
mechanically, but a double-unit machine electrically, there being two 
separate armatures, as shown in Fig. 51, the same field winding 
exciting both fields. In a way, it is wrong to speak of this as partly 
a magneto, because the term magneto implies the use of p)ermanent 
magnets for the production of the mag- 
netic field. The armature, however, is 
of the regular magneto type and delivers 
a high-tension currrait to the spark plug. 
The generator armature is wound so as 
to deliver about three amperes of cur- 
rent at thirty miles per hour, charging 
a &-voIt battery. The above description 
covers, in general, the Splitdorf system. 

In automobile practice it is very 
common, at present, to use the battery 
or generator current for the ignition; 
and, in order to do this, a transformer 
coil is used to step-up the 6-voIt current 
to the extremely high voltage required to 
jump the spark gaps. This coil is very 
often mounted right on the generator. 
The same practice is followed on some Fig. 52. -Midco M«gneto<!enerstDr m 

*.!__. I . i_ ' *i_ ijaed on ExcelsioT Motorcycle 

of the motorcycle systems, one bemg the c™™-^ »/ TU T«wfc i:™p««„, 
Midco system used upon the Excelsior, ci™«J«mJ. Ohio 

Fig. 52. The ignition current is stepped-up by two small coils which 
are mounted in a protecting case directly above the generator, as 
shown in Fig. 53. In a system of this kind there must be both a 
circuit-breaker and a distributor; these two devices are mounted upon 
the end of the main drive shaft of the machine as shown. 

Automatic Svntches. In all electrical systems charging the stor- 
age battery, it is necessary to have an automatic switch between the 
generator and the battery and also some kind of device for regulating 
the output of the generator so that it will not rise to too high a value 
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at very high speeds of the engine. The first instrument is variously 
known as a cut-in, cut-out, relay, etc., and is merely a device to keep 
the circuit open as long as the battery voltage is higher than the 
voltage being delivered by the generator. Of course, when the engine 
is at rest, the generator voltage is zero, and it is not until a road speed 
of some 8 to 12 miles per hour is attained that the voltage rises above 
the 6 or 6J volts of the storage battery. If the circuit was not kept 
open during this period of still engine or of slow running, the battery 
woidd discharge itself through the generator. These relay cut-in 
switches are usually of the electromagnetic type; and the pull of the 
magnet when the generator is giving out seven volts closes the circuit, 
and the generator begins to charge the storage battery. If the lights 
are on, the generator may take care of the light load and, at high speed, 
charge the battery besides. As 
the engine slows down, our con- 
ditions for wasting the storage- 
battery current through the 
generator appear again, and 
the automatic switch opens 
the circuit. 

Regulation. Roughly 
speaking, the voltage and 
therefore the ciurent, other 
things remaining equal, of a 
generator increases with the speed of the machine. If the generating 
device is designed to keep the battery in a charged condition at 
reasonable driving speeds, one can imagine the high charging rate 
that woidd result if there were no regulation of the output, and the 
driver "let her out" for several miles over a fine stretch of country 
concrete. Such a charging rate woidd probably burn out the winding 
of the generator itself and also cause serious damage to the battery, 
owing to overheating and a resulting buckling and falling to pieces 
of the plates of the battery. One method of regulation is to take 
advantage of the distortion of the field and attach one end of the 
field windings to a third brush, as at ^, Fig. 54. This is known as 
the third-brush regulation and as the speed increases, the strength 
of the field automatically decreases, thus counteracting the effect 
that speed ordinarily has upon the current output. In other cases 




Fig. 54. Midco Third-Brush Regulation 
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the regulation is accomplished through the throwing in of resistance 
into the field circuit, which is done automatically by means of an 




electromagnetic device very similar to and often combined with tlie 
relay switch. 



MOTORCYCLES 49 

One- and Two-Wire Systems. There is the same variation in 
practice in the motorcycle field as on the automobile in regard to the 
one- and two-wire systems. The one- 
wire system is also known as the single- or 
grounded-return system, and the two-wire 
as the ungrounded-circuit system. In 
the grounded-return system but one wire 
is led to each lamp, and the current passes 
back through the fixture and through the 
metal parts of the motorcycle to the 
grounded side of the storage battery. In 
the two-wire systetn a wire runs both to 

Fig. 50. SpUtdotf Ammeter 

and from each bulb, and there are two 

contact points in the base of the lamp bulb. Thus, in purchasing 
lamp bulbs, one must examine the old light to see whether it is of 
the single- or the double-contact type. 

It is not advisable to add much more electrical equipment than 
comes with" the machine, such as cigar lighters, hand warmers, and 
what not, for these put a load upon the storage battery not calculated 
in the design, which will cause not only unsatisfactory holding of the 
charge but also a possible heating and buckling of the plates, owing, to 
excessive discharge. Fig. 55 shows the wiring diagram of the Midoo 
system on the Excelsior amd indicates a double headlight of aine 
candle power and four candle 
power and a tail light of two 
candle power. It will be noted 
that the bulbs are marked 7-volt, 
while the Midco is a 6-volt sys- 
tem. Seven-volt lamps are used 
because they give satisfactory 
light and still have a very long 
life. Six or six and one-half volt 
lamps will work perfectly weD, 
but will burn somewhat more 
brightly and will not last as long. ^ "■ ^'-^^^'"' "-^^^^ ^ Hor» 

Ammeter. In case one has an electric generator and a storage 
battery upon his machine but no ammeter, it is well to provide such 
an instrument, shown in Fig. 56, as it gives a close check on the condi- 
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tion of the system at all times. The most valuable type is that with a 
zero Id the center and a charge scale reading one way and a discharge 
scale reading the other. These instruments are usually wired into the 
system, so that they do not show the actual generator output, but 
rather the output and input of the storage battery. The rider, how- 
ever, soon learns to know whether or not the generator b more than 
able to take care of the lamp load at any certain speed, that is, whether 
it also can charge the battery. One of the valuable features of the 
instrument is that it wilt show a short-circuit of any account. 

Fuses. Another device in the electrical system is the fuse. 
This is a piece of wire which will melt when a current of greater value 
than is normal for the system is passed 
through it. The wire is carried in a 
small cartridge which slips between the 
clips on the fuse block. 

There is hardly another place where 
space is at a greater premium than upon 
the modem motorcycle; and to assist in 
its conservation a combined headlight 
and horn, shown in Fig. 57, has been 
brought out. 

Storage Batteries. The storage bat- 
tery, Fig. 58, which is such an essential 
part of the new complete electric-lighting 
and ignition equipment, is made up of 
a series of composition lead plates and a 
solution of sulphuric acid known as the 
electrolyte. The plates of two kinds, 
'^ ^^stoJ^^t^^"*^ positive and negative, are assembled 
'^"'^^nSi^ci^^S?^*^?'^ alternately positive and negative to form 
a cell. Each cell has a potential of a 
little over 2 volts, and there are therefore 3 cells connected in 
series to form a 6-volt storage battery. The capaaty of the battery, 
that is, its ampere-discharge rate, is dependent upon the number and 
the size of the plates. Because of the very limited space on the motor- 
cycle, it can be understood that only a battery of small capadty 
can be used. It is, therefore, even more necessary than in automobile 
work to make sure that the generator is charing at its proper rate. 
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When the battery is fully charged, and everything is in good 
condition, the density of the electrolyte should be from 1250 to 1300, 
as read by the hydrometer syringe. As the battery discbarges, the 
den$ity decreases and should not be allowed to drop below 1 150. The 
charging and discharging of the battery results in the generation of a 
certain amount of heat, which causes the water in the electrolyte to 
evaporate through the vent plugs. This must be replaced at least 
once a week with distilled water which has not come in contact with a 
metal vessel. Ordinary drinking water or distilled water which 
has been kept in a metal vessel contains enough minerals to cause 
local action within the battery, which greatly shortens its life. The 
Society of Automobile Engineers has formulated a set of rules for 
the proper care of a storage battery. These rules will be found in 
the article on Electric Automobiles, or can be provided by the battery 
manufacturers. They should be carefully read by every storage- 
battery owner. 

Spark Plugs. While on the subject of electrical equipment, it 
may not be out of place to mention the variety of spark-plug stand- 
ards. The majority of motorcycles 
use what is commonly known as the < 
metric plug, which means that the fine 
threads on this plug are cut according 
to the metric system. ' The J-inch pipe- 
thread plug, which is cut upon the 
same taper as the usual pipe standards, 
also is used in motorcycle engines. 
There is still another very common plug 
standard, which does not seem to have 
been taken up by the motorcycle 
makers, but which might be purchased *- 
easily by mistake. This is the S.A.E. ei» si 
J-inch plug with eighteen threads per 
inch. In the early days of the automobile industry, this same plug, 
which b distinguished by a shoulder and a copper gasket, was known 
as the ALAM plug. Every motorcycle owner should know with 
what type of plug his machine is equipped, so that he will not be 
buying and carrying about with him, for an emergency, plugs which 
would be of no service. 
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SPECIAL BODIES AND ATTACHMENTS 

Passenger Attachments. The motorcycle has become so popular 
a vehicle that owners wish to take t^eir friends with them, hence 
has come about the popularity of passenger attachments. Fig. 59 



shows the simplest type of passenger attachment for motorcycles. 
This attachment consists of an extra seat that fastens at the back of 



the driver's seat, which makes a tandem vehicle of the machine. 
Many thousands of these are in use in America, While at first they 
were viewed with a certain degree of contempt by the automobilist, 
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the; have become accepted as a proper means of conveyance. Many 
raotr>rcycle owners who are not possessors of this attachment fit a 
heavy cushion to the luggage carrier over the rear wheel and mount 



Seeking for more dignity in a passenger attachment, motorcycle 
riders have adopted sidecars, shown in Fig. 60, as a solution. Separate 
upholstered body constructions are fitted with an extra wheel, all of 



which attaches to the side of an ordinary motorcycle so that the 
pa^enger may be carried in a comfortable conveyance alongside 
the driver. 

The Harley-Davidson Company also manufactures what is 
called a commercial van. Fig. 61. This, it will be noticed, is built 
on the same chassis as the regulation sidecar, Fig. 60, a box taking 
the place of the passenger body. Sidecars are becoming more popular 
every year, as the length of good roads is increasing. Their chief 
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disadvantage is the side strain caused by the pull of the third wheel. 
Improvements have been made in sidecar construction, as well as 
in all other motorcycle developments, and the design known as the 
Flxible Sidecar, shown in Fig. 62, is intended to relieve much of the 
side strain on the machine when rounding comers. Not only do we 
have sidecars and rear seats for carrying passengers, but there is man- 
ufactured a series of rear cars, which goes so far as to include a lim- 
ousine, Fig. 63. 

The framework for these sidecars, rear cars, etc., furnishes an 
opportunity for all kinds of commercial applications, and besides the 



Camtesy of Cvttut Rrar Car Company, BuffiOo, Neic York 

light delivery In all forms, including the motor wheel, the motorcycle 
chassis has been fitted out to carry machine guns, fire-fighting equip- 
ment, life-saving apparatus, etc. 

Cripples have also taken advantage of the sidecar and have had 
levers and rods rearranged, until it is possible for them to ride in the 
car and operate the whole machine therefrom. 

Novelties in Motorcycle Equipment. The motorcycle manu- 
facturers have lately made other substantial additions to their 
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equipment. One of these is the three-wheeled motoreycle in which 
seats for two or tiiree passengers are built around the rear axle ; but, in 
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the face of the failure of the cyclecar and the light-car type sand the 
consequent reduction of the price of the smaller standard-tread cars 
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to considerably less than $500, this new form of tricycle seems hardly 
justified. Improvements in the styles of package vans also have been 
made. Still another novelty has been put out by the Davis Sewing 
Machine Company, which consists of a three-wheel chassis carrying 
a fully equipped chemical engine, Fig. 64. Such a device has so much 



more speed than the horse-drawn chemical engine and is so much 
lighter than the combination chemical and steam fire engine that its 
adoption should be a matter of time only. So many fires are put out 
by the aid of a few hand grenades or by the "chemical" that a light 
engine of this type, capable of 30 to 45 miles per hour, would be a 
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distinct advantage. These are useful in suburban districts where 
neither the water supply nor the fire-fighting equipment are always 
adequate. 

This tri-car is well built, the chemical equipment being carried 
on a steel frame running from the front axle to the crankcase. The 
load is carefully balanced, and seats are provided for two men. 

Front Stand. Each year brings out some small device which adds 
to the comfort of the motorcycle rider. Among the latest of these 
small improvements is the front stand, by which the motorcycle can be 
made to stand alone with the front wheel removed, as shown in Fig. 65. 
This will be particularly appreciated when the rider is in the country 
and has to work upon either the front tire or the front wheel itself, as 
that is the time when the soap box support is never available. 

OPERATION AND REPAIR OF MOTORCYCLES 

OPERATION SUGGESTIONS 

The Motor. When the motor is in good working order, it 
requires practically no attention other than to supply it with fuel and 
keep it properly lubricated. When any serious trouble occurs, a safe 
plan is to take the machine to an expert and have it properly repaired. 
This will usually prove the cheapest way in the end. Some of the 
more common sources of trouble may, however, be located by the use 
of a little common sense and judgment. It is of fundamental impor- 
tance that the motor should be securely attached to its base, as other- 
wise it may be twisted around by the belt or chain, and thus thrown 
out of alignment. It is, therefore, a good plan to go over the motor 
and its connections from time to time, tightening up all loose nuts. 

A very common form of trouble is indicated by a knock, or 
pound, which will ordinarily be found to be due either to lost motion 
or to premature ignition. The pounding due to lost motion indicates 
too much play between parts which have relative motion and would 
most commonly be caused by looseness of connecting-rod or crank- 
shaft bearings. Premature ignition, on the other hand, causes 
pounding of a sharper and more metallic sound and may be due either 
to overheating or to the fact that the spark is advanced too far. In 
some cases it also may be caused by carbon deposits in the cylinder, 
which become incandescent and in this manner cause premature 
ignition of the gas, A good way to locate a knock is by the sense of 
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sounds which may be assisted by putting one end of a piece of metal, 
such as a heavy wire, against diflFerent parts of the motor and holding 
the other end between the teeth. The source of the trouble will then 
be indicated by excessive vibration as the wire approaches it. 

The forming of carbon in the cylinder is objectionable, since it 
causes overheating and loss of power as well as premature ignition. 
This can be avoided by occasionally injecting into the cylinders a 
small quantity of kerosene while the motor is warm, turning the 
engine over a few times, and leaving it thus over night. In the morning 
the kerosene should be forced out by turning the motor over; the foul 
oil should be drained from the crankcase and replaced with fresh oil. 

The leakage of gases from the cylinder, escaping past the pistons, 
because of wear either in the cylinder or in the piston rings, is likely to 
cause overheating of the upper part of the crankcase. When it is 
found difficult to turn the engine over, the cause is probably the over- 
heating and consequent binding of the piston. 

Valves. In order to obtain the best results from the motor, it 
is important that the valves should be properly seated, and that the 
springs should be neither too stiff nor too weak. It is somewhat com- 
monly supposed that grinding the valves will prove a cure for almost 
any of the ills to which the gasoline motor is heir. This is a mistake, 
and valve grinding should not be resorted to unless it is necessary. 
The grinding of yalves is a comparatively simple process, but one that 
should not be carried to excess as it lowers the valve on its seat; 
this produces the same effect as does the lengthening of the valve 
stem, namely, prevents the valve from seating properly, thereby 
causing a difficulty greater than that which the grinding was expected 
to relieve. In order to grind a valve, a paste should be made from 
emery and oil. This should be put both on the seat and on the edge 
of the valve itself. Then the valve should be placed in position and 
turned slowly in its seat by means of a screwdriver, a steady pressure 
being maintained meanwhile; the turning should, for the most part, 
be in one direction but an occasional part-turn backward should be 
taken. During the process, care should be exercised to see that the 
pressure is in a perfectly vertical direction, as otherwise an uneven 
grinding will result. In order to tell when this process has been con- 
tinued long enough and the valve is properly ground, the surface of 
the valve seat and also of the valve may be coated with smoke from a 
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candle; the valve should then be placed carefully in its seat, turned 
completely around once, and examined. If the grinding has been 
properly done, a complete bright ring will be seen all the way around. 
Breaks in this ring indicate that the grinding should be continued. 

Carburetor. The proper action of the carburetor is of vital 
importance to the smooth operation of the motor, and, on this account, 
when anything goes wrong, it is very common for a beginner to 
decide at once that the trouble is in the carburetor and begin 
to tinker with it. As a matter of fact, however, it would be wise for 
the novice not to attempt any adjustment of the carburetor until 
he has made a careful study of the type he is using. 

Ordinarily, the motor should start without priming the carbu- 
retor, unless it has been standing a long time, or unless the weather 
is cold. In case it does not start readily, priming may be resorted to, 
although it should be remembered that over-priming does more 
harm than good, since the motor then becomes supplied with too 
rich a mixture, which is as hard to fire as one which is not rich enough. 
If the gasoline refuses to flow altogether even after priming, the 
trouble can sometimes be relieved by blowing into the opening of 
the gasoline tank. Ordinarily, about the only attention the carbu- 
retor requires is an occasional cleaning, the frequency of which 
depends very largely upon the quality of the fuel used and the care 
with which it is strained. In case the spray nozzle becomes so 
seriously choked that blowing into the tank will not relieve it, the 
diflSculty can usually be overcome by holding the finger on the prim- 
ing pin until the carburetor floods, simultaneously racing the motor. 

The adjustment of the carburetor can be determined by observ- 
ing the exhaust. If the mixture is too rich, black smoke and red 
flame will appear. If it is not rich enough, it will be indicated by a 
yellow flame, while normal conditions are indicated by a blue flame. 
An important point to bear in mind is that the proper mixture varies 
with atmospheric conditions and that a richer mixture is required in 
cold or damp weather than when it is hot or dry. 

Ignition. In connection with the ignition system, it is necessary 
to be sure that all connections are clean and firmly made and that 
the insulation is sound throughout. In case of battery ignition 
it is, of course, necessary to see that the batteries are in good con- 
dition. In order to get the best results from the batteries, it is well to 
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have an ammeter with wliich to test them. New batteries should 
test from 15 to 18 amperes and about 1.5 volts. When a battery has 
run down to 4 or 5 amperes, it can no longer be depended upon and 
should be thrown out. Each cell should be tested separately, and it is 
never well to connect an old cell with new ones, as the old cell tends 
to reduce the life of the new ones. The terminals of a battery should 
never be short-circuited by testing directly across them with a wire or 
screwdriver, as a battery can be completely exhausted in this way in a 
short time. It is well to go over all joints and connections period- 
ically, making a careful examination to see that all binding posts and 
set screws are tight and that all points of electrical contact are bright 
and clean. The insulation also should be examined from time to 
time, looking not only for spots where the insulation has been, worn 
away by chafing, but also for any places where it has become satu- 
rated with oil. Inspection of this sort is particularly important in 
the secondary winding, because the insulation in this winding must be 
much more perfect, on account of the high voltage employed, than in 
the low-tension primary wiring. In regard to the contact-breaker, 
it is important to see that it is properly adjusted and that the plati- 
num tip is clean and bright. 

A common cause of trouble in the ignition system is due to soot 
on the points of the spark plug. The spark plug should accordingly 
be removed occasionally and the points cleaned. 

The magneto is very seldom the cause of trouble and, under 
ordinary conditions, should not be tampered with by an inexperi- 
enced person. One common source of trouble with the magneto, 
which can be easily relieved, is the binding of the carbon brush in its 
holder, thereby preventing proper contact between the brush and 
the commutator. The same thing will, of course, result if the spring 
which holds the brush against the commutator becomes weak or is 
broken. 

Lubrication. The matter of lubrication has already been men- 
tioned, but it is so vital to the satisfactory operation and to the life 
of a motorcycle that it will bear repetition. The oiling should not 
be a perfunctory operation to be taken care of at random, but should 
be done methodically at intervals depending upon the grade of oil 
used . Of course, it is possible to go to extremes and oil too frequently, 
but too much oil is more preferable than too little. 
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Only the best grade of oils should be used, as the difference in 
cost is only slight, and a poor oil is sure to cause trouble. The manu- 
facturers are always glad to give advice as to the kind and grade of 
oil best suited to their make of motor, and one would do well to be 
guided by such advice, since no one knows a machine so well as the 
maker, and it is also to his interest that the machine give a good 
account of itself. 

Tires. The principal point to be borne in mind in connection 
with the tires is that they should be kept pumped up hard, as riding 
on soft tires is likely to injure both the casing and the inner tube, as 
well as requiring more power to drive the machine. A tire pump 
should always be carried when on the road, and the condition of the 
tires should be examined frequently for any indication of softness. 

A spare inner tube, sprinkled with tire powder, carefully 
folded, and enclosed in a separate package, should be carried along 
for replacement in case of a puncture or a blow-out. In addition, a 
tire-repair outfit for making quick repairs on the road should always 
form part of the rider's equipment. 

In replacing tires with metal tire tools, care should be taken 
not to chip the enamel off the rim, as this will cause it to rust, and 
the rust will, in turn, injure the tires. On this account, it is well to 
paint the rims occasionally as a guard against rust. Grease and oil 
are very injurious to rubber and should never be allowed to remain 
on the tires, but should be washed off at once with gasoline. 

ControL The speed and the amount of power developed by a 
motorcycle depend upon two factors: the quantity of gas supplied 
to the motor; and the time at which the spark occurs with relation 
to the position of the piston in its travel back and forth in the cylinder. 

The devices for controlling these two factors or for regulating 
the throttle and the spark should be conveniently located so that they 
can be manipulated instantly, while at the same time keeping the 
hands in position upon the handlebars. 

Nearly all the earlier machines were equipped with the twist- 
grip type of control in which twisting one grip varied the position of 
the throttle and the other the position of the spark. This type of 
control has the disadvantage that in heavy going where a firm hold 
on the handlebars is necessary the rider is in danger of twisting one 
or both of the grips unintentionally, thereby varying the position of 
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the throttle or spark at the wrong time. This objection is overcome 
to a large extent by having the twist grip located in front of secondary 
grips which are rigidly attached to the handlebars. 

Handlebar^ or lever^ control is rapidly coming into favor. This 
form of control consists of levers placed in front of the grips with rod 
and knuckle joints or with wire cable leading therefrom to the car- 
buretor and to the spark mechanism. Cable seems to be the more 
satisfactory, for with its use there is no lost motion as is the case with 
the rod and knuckle-joint system. An advantage of the lever type 
of control is that the exact position of the levers can be seen at a 
glance. 

Whatever the type of control, the rider should so accustom 
himself to its manipulation that he can, in case of emergency, throw 
off the power and apply the brakes instantly. In fact, these opera- 
tions should be so familiar as to become automatic. 

General Instructions. Before starting out, the rider should be 
sure that he has an ample supply of gasoline and oil in the tanks, 
never using anything but strained gasoline. The machine should be 
well oiled and the tires examined to see if they have sufficient air. 
All bolts, nuts, and screws should be gone over, and tightened if 
necessary. The wiring should be examined for loose connections 
or breaks in the insulation, and the batteries should be tested with 
an ammeter. Any excessive slack in belt or chain should be taken 
up. If these matters are attended to systematically before starting 
out, many an awkward and embarrassing delay on the road will be 
avoided. 

The matter of physical comfort while on the road is of impor- 
tance, and in order that the greatest degree of comfort be obtained 
the saddle should be placed fairly low and not too far back. The 
handlebars should be high enough to avoid the necessity of stretching 
or bending forward, and the bars should be so shaped that the hands 
rest upon them in a position which is easy upon the wrists. 

The rider should become so famiUar with his machine that he 
can tell by the sound when it is nmning properly. Any unusual 
noise is a sure indication of something wrong, and the machine should 
be stopped instantly and examined for the cause. It is probable 
that the trouble can be located and repaired in a moment if attended 
to at once; but, if allowed to go on, it might easily develop into some^ 
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thing which would cause serious injury to the machine. The motor 
should not run for long periods of time on the stand and should 
never be allowed to race unnecessarily. 

No definite rules other than those which would be dictated by 
common sense can be given for governing the rider's conduct when 
on the road. A proper consideration for the rights of other vehicles, 
and particularly for pedestrians, should be observed, and one must, of 
course, take into consideration the rules in regard to speed limit which 
obtain in the particular locality through which he is driving. The 
machine should be kept under control at all times, so that it can be 
brought to a stop almost instantly in case of aiiy sudden obstruction in 
the traffic. Also it is well not to drive too close to the vehicle ahead, 
as this may stop suddenly, while the one behind you may not stop, 
thus causing an awkward, if not serious, situation. In turning corners 
or in passing other vehicles, a wide curve should always be taken in 
order to avoid the tendency to skid, which arises from taking sharp 
turns at high speed. Always slow up when turning a corner. 

One of the principal causes which has brought the motorcycle 
into disrepute is the excessive noise caused by riders opening the 
muffler cut-out unnecessarily. There are times when it is necessary 
to do this, but the use of the cut-out should never be carried to excess. 

When starting on a trip which will keep the rider out after dark, 
the lighting system should be examined to see that it is in good con- 
dition, as it is required that the motorcyclist show a headlight and a 
tail light at all times after dusk sets in. 

Upon returning from a ride, the motorcycle should always be 
cleaned before putting it away or at least as soon as possible there- 
after. The longer the cleaning process is delayed, the more difficult 
an operation does it become. Mud which is allowed to cake upon the 
cooling flanges of the motor cuts off the circulation of the air and 
causes overheating. Oil running down from the bearings collects 
dirt, which is sure to work back into the bearings sooner or later and 
cause trouble, while the presence of mud and moisture on the machine 
causes rust, which soon injures the appearance of the machine, 
if it does not do more serious harm. In fact, cleanliness at all times 
and in connection with all parts of the machine is a golden rule of 
motorcycling, and is an investment of time which will give large 
returns in the satisfactory operation and life of the machine. 
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OVERHAULINO AND REPAIR OF MOTORCYCLES 

Carburetors. Probably the greatest number of calls made upon 
the motorcycle repair man are for the readjustment of the carburetor. 
This is often simply a matter of ordinary adjustment, but where the 
owner finds himself unable to get a satisfactory adjustment, although 
he has been able to^o so in the past, it is usually because of some fault 
in the carburetor or in its control mechanism. A common source of 
trouble is the sticking of the auxiliary air valve, which the repair man 
may often cure by a drop of oil on the shaft. 

In the types of carburetors where the amount of opening of the 
throttle valve controls 
some other function, as 
the lift of the needle 
valve, a great deal of 
trouble will be experi- 
enced by wear and subse- 
quent play of the shaft 
and connections carrying 
the throttle valve. The 
action will be very 
erratic, depending upon 
which way the play hap- 
pens to be when the 
throttle is being closed 
or opened; in fact, the 
en^ne may even speed 

Fig. 66. DUcrun ShowisK Bad Rnulte from UBing Up during the closing 

Valve Ijftar with Too Great PreMure , . m, 

operation. ine repair 
for this is usually a small bushing to bring the shaft back to firm 
alignment. 

When fiooding of the carburetor is not caused by dirt under the 
fioat valve, it is usually a matter of a fuel-soaked fioat. These floats 
are generally made of cork, and the cure is to dry them out and recoat 
with yellow shellac. When the floats are made of metal, tiny pin 
holes, or porous places, in the soldering sometimes develop, which 
allow gasoline to enter and causes flooding. To discover the place 
of the leak, the float should be submerged in very hot water, which will 
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cause the gasoline to vaporize and bubble through the leaking portion. 
After this has been marked, a fair size hole should be punched in the 
top of the float, through which the entrapped gasoline may be drained 
out. The portion showing the leaks should then be soldered, and, 
after the float has cooled down, the hole in the top should be closed 
with solder. If this top hole is closed before the leaks are soldered, 
the heat of soldering will cause a partial vacuum inside the float, 
resulting in a seepage of gasoline through a seemingly tight float. 

Valve Troubles. A great many times the carburetor and car- 
biuretor adjustment will be blamed by the owner when the trouble is 
from some other source. For instance, the back-firing, which is the 
usual indication of a lean mixtiure, may be caused by poorly seating 
inlet valves. On the other hand, the galloping of the engine, which 
is usually the symptom of too rich a mixture, may be due to leaking or 
sticking exhaust valves. On the modem machines one of the causes 
for faulty valve spring and valve action is very often the accumulation 
of dirt inside the sleeves which cover the valve mechanism. The 
cure, of course, in this case, is a thorough cleaning. The cure for 
leaking valves is a matter of grinding in. 

Removing Valves, In the removal of valves the use of valve 
lifters has become very common, and their operation is so simple that 
little need be said concerning them. However, there is one warning 
which is worth while, particularly when using a type of lifter with 
which the operator is not familiar, and that is, that he does not catch 
the spring retaining-pin in the lower part of the lifter at the same time 
that pressure is being exerted upon the top of the valve, Fig. 66. The 
result in such a case would be a bent valve stem, which is very hard 
to remove. 

Air Leaks in Inlet Manifold. Irregular running may be caused 
by air leaks at the joints of the inlet manifold. The repair man's 
test for this is to take the priming gun in the gasoline tank and squirt 
a good quantity of fuel around all the joints. If these joints leak, 
the engine will die from an over-rich mixture. The same galloping 
effect that was noted from the poorly seating exhaust valve also may 
be caused by weak exhaust-valve springs. 

When an engine is cold, a certain amount of clearance must be 
left between the top of the tappet and the valve stem. This is in 
order that the valve may expand upon heating up and still not ride 
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upon the tappet, which would cause a poor seating of the valve. So 
far as wear upon the cam and upon the valve mechanism is concerned, 
it is fortunate that the motorcycle rider is not the fiend for silence that 
his cousin, the automobilist, has become. For this reason, the valves 
are set with plenty of clearance, .008 of an inch being good practice- 
In some cases the design is such that the cylinder actually lengthens 
more than the valve, owing to the heat of running. In such a case the 
tappet clearance would be increased instead of decreased upon 
warming up, and the noise would probably be excessive. Such 
engines, of course, may be adjusted much closer than the figure above 
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given. Both the owner and the repair man should have a set of 
feelers and also two wrenches of the size of the tappet nuts, Fig. 67, 
so they need not be forced to use a bicycle wrench for making these 
adjustments. With air-cooled motors, it is surprising how often the 
tappet clearances have to be checked up for good results. 

Overhauling. Where an overhauling job is on hand, the first 
thing, of course, b the stripping of all connections between the engine 
and the frame of the machine. In the repair sliop, it is usually 
handiest to do all the overhauling work on the bench; therefore the 
whole engine is at once removed from the frame. 
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Vahes, The scraping of carbon and the grinding of valves go, as 
a matter of course, with every overhauling job; and, where the major- 
ity of the work is with one n^ake of machine, considerable time may be 
saved in grinding in the valves by having a dmnmy valve seat. It 
has been found, particularly in the case of badly-pitted exhaust valves, 
that it takes a much longer time to obtain a satisfactory surface on 
the valve itself than it takes on the cylinder seat, and, therefore, this 
dmnmy will save the unnecessary cutting down of the motor casting. 
The dummy may be made of cast iron, from a special pattern, or it 
may be a portion of an old damaged cylinder. Another thing used by 
one of the large motor-car companies, and justifiable only where a 
great many machines of the same make are worked upon, is to have 
made up a special seating reamer that will give a convex surface rather 
than a flat conical one to the seat in the cylinder. The advantage 
claimed for this is, that it takes less grinding to obtain a gas-tight 
joint, and that the pounding action of the valve tends constantly to 
widen the seat. Some valves are designed with a flat instead of 
conical seat, but the grinding process is the same. 

Piston Pins. Whenever the engine is down, the repair man 
should not fail to look at the fastening of the piston pin to see whether 
there is any trouble in that direction. A piston pin which comes loose 
and works sideways will act exactly like the tool in a shaper, cutting a 
broad groove down the side of the cylinder. As a general rule, the 
piston-pin bearings are bronzed bushings, and, although wear at this 
point is not commonly excessive, poor lubrication or very great 
mileage will produce play. This causes a knock which is very often 
mistaken for a piston slap. The remedy, of course, is a new bushing 
or, very possibly, both a bushing and a pin. 

Big-End Piston Bearings. At the lower end of the rod, the big- 
end bearings in the large twin machines are usually of the roller type, 
and when these give trouble, new sets of rollers have to be fitted. In 
case it is simply a matter of wear from long service, slightly oversized 
rollers are used. This particular job is one requiring unusual care and 
skill, and the repair man should be absolutely certain that the rod can 
be spun on the shaft for any length of time without the rollers climbing 
or janmiing owing to the presence of some of slightly different size. 
In some of the older machines, bronze bushings were used for the big- 
end bearings and these, of course, are much more easily renewed. 
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Oaskets and Waakers, It has been found that it does not pay to 
try to use any of the old gaskets in putting the job back together, as 
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they are ahnost sure to leak. New felt washers at the cronkcase 
should also be used, even though the old ones seem in pretty fair 



shape, for, before another overhauling, it b more than likely that the 
oU ones will begin to leak oil. 

Tming up Crankahafta. When the built-up type of crankahaft 
i the double flywheel have been torn down, for the fitting erf new 
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bearings or for some other purpose, it is practically sure to be out of 
true when reassembled. In some cases, a line is marked upon the 
surface of both flywheels, and the truing is done by placing the crank- 
shaft ends on blocks and striking with a soft hammer until a steel 
straightedge may be laid across the flywheels so as to exactly coincide 
with the two lines and show no light underneath on the flywheel 
surfaces. An even better way of truing the assembly is to have made 
up a set of centers, similar to Fig. 68, and, by the use of a machinist's 
gauge discover where the crankshaft is out of true. It is then 
straightened by the hammer method. In the first case, it is really the 
flywheels that are being trued, 
while in the second case, it is the 
more important shaft itself . Before 
the truing operation, the nuts may 
be drawn up good and snug; but, 
after the truing is done, it is found 
that they can be drawn still tighter. 
Valve Timing. Marking Gears. 
In a complete overhauling job, it is 
more than likely that the timing 
gears have been removed for clean- 
ing and inspection, in which case 
the engine has to be re-timed 
upon assembling. It is usual for 
the manufacturer to place marks, 
in the form of little cuts or prick- 
punch centers, on the gears. Fig. 69, 
so that they may be replaced in the 
proper manner. One method is to 
prick-punch each set of teeth while 
under some certain conditions, such as at the point of closing of the 
exhaust valve. Another method is to line up certain marked teeth 
with marks made in the back wall of the gear case. It sometimes 
happens that the manufactiu'er's marks are not found, and a new set 
of marks is put on by the repair man before disassembling the job. 
At a later date, both sets of marks may show up, with a resulting con- 
fusion. It is well, then, to know something of the valve timing, 
instead of having to d^nend blindly upon the marking of the gears. 




Fig. 70. Method of Following Out Valve 
Timing by Means of Scale 
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Opening of Valves Not on Dead, Center. In the discussion of the 
principle of operation of a four-cycle engine, one would be led to 
believe that the inlet valve opened exactly on upper dead center and 
closed on lower dead center, while the exhaust valve had an opposite 
performance. This is theoretically true; but practice has shown that, 
owing to the inertia of the flow of gases and other little-known con- 
ditions withm the engine, the valve timing can be changed consider- 
ably from the dead center points, giving marked improvement in 
the power output of the engine. 

Marking Flywheels — Automobile Practiee. In automobile prac- 
tice, it is customary to speak of valve timing in degrees on the crank- 
shaft circle, and the openings and closing of the valves are usually 
laid off and marked upon the rim of the flywheel. Since in most of 
the motorcycles the flywheels are enclosed, this method is not em- 
ployed, and where the maker fiu'nishes information as to the valve 
timing, it is in terms of the travel of the piston from the upper or 
from the lower dead center, as measured in inches. 

Getting Valve Timing with Scale. Where the cams are all made 
integral, only one point of the timing can be controlled, the other 
points being in a fixed relation, the acciu'acy of which depends upon 
the workmanship in the cam-grinding department. Since the closing 
of the exhaust and the opening of the inlet is important for smooth 
running, this is the point that is taken for setting the valves. Fig. 70 
shows a very easy method of following out the valve timing. A scale 
is dropped through one of the openings in the top of the cylinder, 
possibly the spark-plug hole, and, after the dead-center points have 
been noted, the crankshaft is revolved imtil the scale shows that the 
piston has moved down or up the desired distance from dead center. 
With the crank at this point, the gears are slipped into mesh so 
ihat the valve will be just opening or closing, as the case may be. 

In some cases, the inlet and exhaust valves can be timed sep- 
arately. Owing to the inaccuracies in grinding, one seldom can obtain 
both the opening and the closing points stated by the manufactm^er. 
It is best, therefore, to set the timing on the closing of the exhaust and 
the opening of the inlet, letting the opening and closing, respectively, 
take care of themselves. 

The following timing instructions are taken from the instruction 
book of a well-known maker and are illustrative of the form: 
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Twin-Cyllnder Motor 

The exhaust valve should open when the piston is f inch to { inch before 
bottom center and should close fy inch to A inch after top center. Tho inlet valve 
should open -ff inch to A inch before top center and close t inch to i inch after 
bottom center. With advanced spark, the motor should fire 1 inch to A i^oh 
before dead center. Time each cylinder separately as the interrupter housing 
sted segments are often out of line 

Single-Cyiinder Motor 
The exhaust valve should open f inch to i inch before bottom center and 
close ^ inch to A inch after top center. The inlet valve should open on dead center 
and ckiee I inch to ) inch after bottom center. The spark timing is the same as 
that of the twin. 

Oily Clutches. The dry 
clutches with alternate discs 
covered with a woven fabric of 
asbestos and brass or with copper 
wire give con^derable trouble 
from slipping, owing to the 
presence of grease or to the glaz- 
ing of the surfaces. When grease 
18 the cause, the clutch is disa- 
ssembled and washed in gasoline. 
One shop takes the plates and 
piles them in pairs and then sets 
fire to pieces of oil-soaked waste, 
shown in Fig. 71, in order to com- 
pletely bum out all the grease. 
The surface is then roughened 
up with coarse emery cloth and 
chalked, after which the clutch is again assembled. The chalk is for 
the purpose of soaking up the grease and of giving a fairly harsh engage- 
ment. In case the trick has been overdone, a little engine lubricating 
oil squirted into the clutch will make the engagement easy again. 

The most clutch trouble has come when a side car has been 
added; and in one case the makers provided for this by so designing 
the clutch that the usual equipment of eight springs could be increased 
by eight when a sidecar or a. delivery van was attached to the machine. 
This makes the clutch action suitable under all kinds of service. 
Most motorcycle clutches, whether of the cone or of the disc type, 

330 



BurniDc OU Off Clutch Di*>» ; 



72 



MOTORCYCLES 



have more than one clutch spring — usually three or five. It is of very 
great importance, therefore, in adjusting one of these clutches, to give 
the nuts on each spring exactly the same niunber of turns, otherwise 
the action will be very unsatisfactory and the clutch liable to serious 
damage. On some of the older cars with belt drive, the clutch has 
been accused of slipping, when, in truth, the trouble was with the 
belt. This resulted in continued adjustment of the clutch, until the 
load upon the thrust bearing was so great that it went to pieces. 
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Fig. 72. Method of Sanding-In Brushes 
Courtesy of Auto Electric Syatema Publishing Company, Dayton, Ohio 

Cleaning Chains. A roller chain and set of sprockets is a highly 
efficient transmission unit when kept in good condition, but not 
otherwise. One or more times during a season, depending upon the 
mileage, the chains should be removed, cleaned well in gasoline or 
kerosene, and then let soak over night in oil. The next day, they 
should be hung up to drip until they are dry. There is no use trying 
to hurry the oiling process, as the object is to let the lubricant work 
into the small bearings between each pin and roller. 
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Although chains and sprockets are laid out by the designers, 
with such a number of teeth that the one particular link of the chain 
will be a long time reaching a particular tooth for a second time, it 
does sometimes happen that the wear is not evenly distributed. In 
such a case, a chain which was satisfactorily quiet and apparently 
having considerable service left in it will be found noisy, or will bind 
when replaced after the overhauUng. Before their removal, there- 
fore, it is not imwise to mark, in some way, the position of the chains 
and to return them to the same location after the cleaning process. 
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Fig. 73. Method of Undercutting Mica Insulation on Commutator 
Courtety of Auto Electric Systems PiMiahing Company, Dayton, Ohio 



Dirty Muffler. There is one unit of the machine which the care- 
less repair man or the amateur may neglect to go over in the over- 
hauling job, and that is the muffler. This is a grave mistake, for an 
air-cooled motor naturally bums a good deal of cylinder oil; and it 
will be found that after a season's running the muffler will be pretty 
well choked up with carbon. With an engine which has been burning 
an excessive amount of oil, there may even be an accumulation of 
carbon and oil in the muffler, which will be of the consistency of wet 
cement. These conditions produce a back pressure upon the engine, 
which cuts down the power no matter in what mechanical condition 
the engine may be. It is the allowing of dirty mufflers that probably 
causes so many riders to annoy the public with the use of the muffler 
cut-out. If the muffler is dean and clear, there is really no excuse for 
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the cut-out except in testing for engine operation, for, under these 
conditions, the difference in power attained is almost negligible* 

Electrical Troubles. Electrical troubles may be classified under 
two heads: short-circuits and open circuits. In the first case, there is 
a path back to the generator or storage battery before the ciurent has 
reached the desired point. This is usually due to chafed installation 
or to a loose strand of wire. The open circuit means a break in the 
path of the current and often occurs at the point where the wire enters 
the connection to a lamp, a horn, etc. 

Short-Circuits and Open Circuits. A serious short-circuit will 
blow the fuse, and there is no object in replacing it with a new fuse 
until the point of trouble has been found, as the new fuse will, in turn, 
be blown out. A trouble lamp may be inserted in the fuse block, as 
shown in the Excelsior diagram. Fig. 55, and as soon as the difliculty 
is found, the lamp will go out. The open circuit is usually easier to 
trace, as the lamp or the horn in that circuit will fail to work, while 
the rest of the system will be in good order. 

Lubrication of Electrical Equipment Requires Care. Over-lubri- 
cation of a generator is a serious matter, for if oil works its way into 
the windings, it is liable to soften the installation and also to cause other 
damage. On the other hand, all bearings must be lubricated, particu- 
larly those running at the high speed that armature bearings do. 

Care of Brushes. In time, the brushes may need dressing and 
the armature brightening up. Fine sandpaper can be used for this 
piupose, as shown in Fig. 72. Emery cloth should never be used on 
the brushes or the armature of a generator, as emery is a conductor of 
electricity, and if it becomes embedded between the conmiutator 
segments, it will cause a short-circuit in the armature. After long 
service, the mica installation between the commutator bars may need 
dressing down, and the method of doing this is shown in Fig. 73. 

Storage Batteries, So far, the demand for storage-battery work 
on motorcycles has not become extensive enough for many motor- 
cycle repair shops to put in a battery charging and overhauling 
department. Many shops will probably do so soon, as the niunber of 
electrically equipped machines keeps increasing and small-capacity 
charging sets are being developed. At present, the regular battery 
service stations are best equipped to handle all major battery work. 
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INTRODUCTION 

Development of Steam Engines. That steam could be employed 
to produce mechanical motion was first noted in history about 130 
B. C, but it was not until the seventeenth century that it found 
practical application in the industries. The developments were com- 
paratively slow, however, until James Watt (1769) developed his 
engines to a point where they employed practically all the prindples 
of the modern double-acting, condensing steam en^ne. 

With these rapid inprovements came the idea of usii^ the steam 
engine as a means of road locomotion, and in the opening years of the 



tig. 1. Early Steam Canisge Built by Cucnot (Fruce) in 1770 

nineteenth century such machines were actually built and known as 
"road locomotives". Fig. 1. These machines might be called the 
forerunners of the steam automobile, although structurally they 
more nearly resembled the later traction engines. Bad roads, great 
weight, public opinion, and ihe development of railroads caused road 
locomotives to drop out of sight until the real coming of the automo- 
bile almost a hundred years later. 

In the meantime the steam engine — both stationary and loco- 
motive types — had reached a high state of development and hence 
many of the early automobiles carried this type of power plant. 
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Later improvements were made and are still being made along lines 
peculiar to steam automobile construction. Although during the 
last few years the steam car has not kept pace in numbers with 
other types of automobiles, it has certain characteristics, such as 
strong pulling powers at low speeds, capacity for big overloads, and 
ease in driving on the road, which make it especially useful under 
some conditions, the success of the London steam omnibuses being a 
good example. 

CHARACTERISTIC FEATURES OF STEAM CARS 
In the modern steam automobile the power plant is made up of 
the same general units as make up the stationary power plant, the 
only difference being the extreme compactness necessary and ^e 
development of the great flexibility required to meet the sudden 
changes in load conditions. With both plants there must be a supply 
of fuel, a means of burning it, a boiler or steam generator, a supply of 
water, an engine, and various means of controlling the amounts of 
fuel, water, and steam. 

Location of Engines With steam automobiles there is no uni- 
formity of practice as to the pladng of the different units in the 




running gear or chasds. For instance in the Stanley, Fig. 2, the 
boiler is under a hood in front of the driver and the engine is geared 
directly to the rear axle. In the case of the White cars, which 
were built in comparatively large quantities from 1904 to 1910, the 
engine was placed under the hood in front with a shaft running back 
to the rear axle. In the White car, a set of gears was also used in the 
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drive, by which the relation o( engine to wheel speed could be reduced 
to one-half the usual amount, thus doubling the driving effort, or 
"torque". The White boiler was under the front seat. The new 
Poblo, Figs, -i and 4, uses the general arrangement of the Stanley. Iti 






the Leyland steam truck, Fig. 5, and the National busses, both of 
England, the boilers are in front, the engines are under the floor 
boards, with a countershaft and £nal chain drive, as in Fig. 5, or a 
shaft drive direct to the rear axle. 
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Boiler and Engine Types. Almost equal variation is found in 
the types of boilers and engines. The difference between fire-tube, 



vatei-tube, and flash generators is taken up in the section devoted to 
boi lers, while the engine types are taken up in their respective section. 



Some of the cars use the water over several times by condensing the 
steam in coolers, or "condensers", placed at the front of the car. The 
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White and Lane did this, and it is now done by the Stanley, Doble, 
and most of the English steam cars and trucks. The Stanley, up to 
1915, had no condensers, allowing the steam to escape into the air 
after it had passed through the feed-water heater. 

Simplicity of Control. As a general rule, the steam cars do not 
employ a transmission for giving various forward-gear ratios and 
a reverse. The extra heavy loads, as in starting, are taken care of 
by lengthening the cut-off and by "simpling'', terms which will be 
more fully explained later. Instead of running the engine always in 
one direction and using a gearset for reversing the car, as is done on 
gasoline automobiles, the engine is itself reversed by means of chang- 
ing the timing of the valves through the aid of the valve gear, or 
linkage. 

This change of the valve-timing is used only at starting^reversing, 
or under very heavy load conditions, all ordinary running being 
accomplished with the cut-off in one position. The control of the 
speed of the car, therefore, is accomplished under normal conditions 
by changing the amount of steam going to the engine. The steam is 
turned on or shut off by a hand-operated valve, known as the '^throttle 
valve", and this valve is turned by a lever, or second small wheel, 
just above or below the steering wheel. Thus the actual driving of a 
steam car consists of steering and operating the throttle. There are, 
however, numerous gages, valves, etc., which have to be worked upon 
when firing up, and which have to be given occasional attention on 
the road; these will be considered in detail in the following pages. 

Having treated in a general way the different types of steam cars 
and their parts, the theory underlying the behavior of steam will be 
touched upon before taking up the details of construction and the 
operation of the various units. 

HEAT AND WORK 

HEAT TRANSMISSION 

All forms of energy, such as light, sound, electricity, and heat, 
are believed to be different forms of vibration either of the molecules 
of material substances or of the ether which is believed to pervade 
all space. 

Energy is indestructible, but any form of energy may be con- 
verted into any other form. Steam engines are classed as heat 
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engines since they are employed to transform heat energy into me- 
chanical work. Heat may be transmitted from one body to another 
in three ways, namely, by radiation and absorption, by conduction, 
and by convection. 

Radiation and Absorption. Radiation is the transfer of heat 
from one body to another body not in contact with it. It takes place 
equally well in air or in vacuo. The rate of heat transferred depends 
partly on the distance scjparating the two bodies, and partly on the 
nature of their surfaces. In general, light-colored and polished 
metal surfaces radiate heat more slowly than rough and dark-colored 
surfaces. The laws governing absorption are the same as those 
governing radiation. 

Conduction. Conduction is the transfer of heat through the 
substance of a body— «olid or liquid — ^to other portions of the same 
body, or to another body in physical contact therewith. Metals are 
the best conductors of heat, but some metals, such as copper, are 
better conductors than others. Other solids, such as stone, wood, etc., 
rank after the metals. Liquids are very poor, and gases still poorer, 
conductors of heat. A vacuum is perfectly non-conducting, though 
radiation may still take place through it. 

Convection. Convection is the term applied to the absorption 
of heat by moving liquids or gases in contact with heated surfaces. 
If a blast of air be directed on a piece of hot iron, the iron cools far 
more rapidly than it would in still air. The reason is that, as the air 
is a poor conductor, its molecules do not transmit heat readily from one 
to the next, but if each molecule on becoming heated is immediately 
replaced, heat is rapidly transferred. This property of air of taking 
up heat rapidly when blown over a hot surface is employed in 
gasoline automobiles to cool the so-called "radiators". In reality, the 
heat radiated cuts a small figure compared with that dispersed by 
convection. 

What has just been said regarding air is equally true of other 
gases. It is also true of most Uquids. 

Relative Conductivity. Heat conducting quaUties vary for 
different substances. Silver, copper, and aluminum conduct heat 
very rapidly, while asbestos is a poor heat conductor and is therefore 
used around the outside of automobile boilers. 

Expansion. Another heat property which has to be con- 
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aidered in the selection of material for steam cars is that of expan^on. 
Some metab expand much more than others for each degree of rise 
in temperature. Since brass and copper both expand under heat 
much more than iron they are used in preference to iron in the con- 
struction of expan^on tubes, which are fully described later. 

Temperature Measurement Scales. Temperature, which is the 
measure of the iatensity of heat, is expressed by means of divisions 
called degrees on some thermometer scales. The 
two thermometers in most general use are the 
Fahrenheit and Centigrade; the former being the 
more common in America and England for both 
engineering and household use, while the latter '*' ^'^* 

is used exclusively on the Continent. 

Freezing of water occurs at 32° F. (Fahren- 
heit) and boiling of water at 212" F. The scale 
between these two points is divided into 180 equal 
parts. On the Centigrade scale, the points of 5 

freezing and boiling occur, respectively, at 0° C. 5 

and 100° C, and there are, therefore, 100 equal t 

divisions between the two points, Fig. 6. Thus *• 

it is seen that every 5 degrees Centigrade equal 9 
degrees Fahrenheit. 

Conversion of Scales. To convert readings in ^j. g- 

one scale to readings in the other, the reading 
given is substituted in the following equation: 

°F-32 ^C. 
180 ° 100 _ . 

Fig. a. Centiende And 
, . FBhronheil TTermonw. 

Thus, if a temperature is given as —5** C. it is **"■ ^^'^ *^'"" 
equal to 23" F.; 23° C. equals 73.4° F. Conver- 
sion tables over lai^ ranges are given in engineering handbooks, 
duch as Kent. 

Absolute Zero. In engineering calculations the absolute zero and 
the absolute scale are sometimes spoken of. This absolute zero, which 
will be mentioned again, is taken as —270° on the Centigrade scale 
and -460.6° on the Fahrenheit scale. Thus -5° C. equals -|- 265° on 
the C.-absolute sctde and -1-488.6° on the F.-aboslute scale. 
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LAWS OF OASES 

Almost all substances expand with rise of temperature. Solids 
expand least, and in some the expansion is imperceptible. Liquids 
expand about as much as solids, sometimes slightly more. Gases 
and vapors expand a great deal if free to do so. 

Boyle's Law. Before considering the expansion of gases under 
changes in temperature, let us see how they act when the temperature 
is unchanged. A gas is perfectly elastic, that is, if not confined in any 
way it would expand indefinitely. The attraction of gravity is all that 
prevents the atmosphere surrounding the globe from dispersing into 
infinite space. When air is partly exhausted from a closed vessel, 
the remainder, no matter how small, expands so as to distribute itself 
equally throughout the vessel. 

If a cubic foot of air at atmospheric pressure be compressed 
into one-half cubic foot without change in temperature, its pressure 
will be precisely twice what it was before. In speaking of gas pres- 
sures in this manner, it is customary to deal with absolute pressures, 
that is, pressures above a perfect vacuum. Thus atmospheric pressure 
at sea level is approximately 14.7 pounds per square inch, and a cubic 
foot of air reduced one-half in volume will have an absolute pressure 
of 29.4 pounds. 

This relation of pressure and volume is expressed in "Boyle's 

Law", which states that, so long as the temperature is unchanged, 

the product of the pressure and volume of a given weight of gas is 

constant. That is 

PF=C 

This is the most important of all the laws of gases. 

Curve Expressing Boyle^s Law Relation. Fig. 7 expresses the 
relation between volimie and pressiure of a given weight of air starting 
at atmospheric pressure and compressed to a pressure of 500 poimds 
without change in temperature; also expanded to a pressure of 
one poimd absolute. Horizontal distances represent volumes^ the 
volume at atmospheric pressure being imity; and vertical distances 
represent absolute pressiures. To find the pressure of the air for any 
volume greater or less than one, locate the given voliune on the 
base line, then, f rona this point, read up to the curve and find the 
desired pressure by moving horizontally from the curve to the 
scale at the left. 
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Behavior of Oases with Changes of Temperature. As heat is a 
mode of motion, it follows that when all heat is withdrawn modoa 
ceases, and the molecules, even of a gas, become fixed. From experi- 
ments and theoretical considerations the absolute zero, representing 
the absence of all heat, is believed to be —273" C, or approximately 
-460° F. In most theo- 
retical studies of the 
behavior of gases, tem- 
peratures are reckoned 
from absolute zero in- 
stead of from the arbi- 
trary zeroes of the con- 
ventional thermometer. 

When a gas of given 
weight at an absolute 
temperature of 273 de- 
grees — that is, 0" C. on 
the customary scale — ^is 
raised in temperature one 
degree without change 
in pressure, its volume 
is increased ijj. A sec- 
ond degree of added tern- n/umt 
perature increases its vol- ' n«. 7. curve sikvIds Rd*tb>D i»timn Voium 

'^ uid Fiwsun of Aic 

ume the same amount, 

and so on. In other words, for each degree Centigrade of added tem- 
perature its volume is increased j4j of its volume at 273° A. 

If degrees Fahrenheit are taken instead of Centigrade, the 
expansion is iJi of the volume at 32° F. for each degree of rise in 
temperature. Five degrees C. equal nine degrees F. 

If the gas thus heated is so confined that it cannot expand, it 
will suffer an increase in pressure in the same proportion, that is, t4 j 
of its pressure at 0° C. for each degree Centigrade. If the gas, instead 
of being heated, is cooled, its shrinkage in the one case or its loss 
of pressure in the other will follow the same rule as above. Theoret- 
ically it follows that at — 237''C. — absolute zero — the gas would 
have no volume at all. Of course that is impossible, but at ordinary 
temperatures the gases behave as if the assumption were true. 
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HEAT TRANSFORMATION 

Specific Heat The temperature of a body and the heat it con- 
tains are two different things, A gallon of water at 100® F. contains 
twice as much heat as half a gallon at the same temperature. That 
is to say, twice as much heat was imparted to it in raising it to that 
temperatiu"e. 

Like quantities of different substances at the same temperature 
do not always contain the same quantity of heat. A pound of water 
contains more heat than a pound of oil or alcohol at the same tem- 
perature. It requires 7.7 times as much heat to raise a pound of 
water one degree in temperature as a pound of cast iron. 

The quantity of heat required to change the temperatm-e of a 
given weight of a substance one degree, compared with that required 
to change the temperature of the same weight of water a like amount, 
is called the "specific heat'* of that substance. 

Specific heat varies considerably for different substances, and for 
different temperatures and states of the same substance. Thus the 
specific heat of steam is much less than for water and varies slightly 
as the temperature and pressure of the steam is varied. 

British Thermal Unit. The quantity of heat required to raise 
the temperature of one pound of water one degree F. is known as the 
"British thermal unit" (C.t.u.)- Another unit is the "calorie", which is 
the quantity of heat required to raise the temperature of one kilo- 
gram (2.2046 lb.) of water one degree Centigrade. One calorie equals 
3.968 B.t.u. The B.t.u. is the unit generally used in this country 
for engineering calculations. The latest * investigations lead to 
slightly different and more complicated definitions of the B.t.u. 
from the one given above, but this is near enough for practical 
calculations. 

Heat Value of Fuels. The number of heat units Uberated by 
burning a pound of fuel varies for different fuels. The heat value for 
fuels is determined by experiment, and by calculation when the 
chemical composition is known. Due to the variation in the com- 
position of commercial gasoline, different samples will give different 
results, but for most calculations the figure of 19,000 B.t.u. Kerosene 
has a slightly higher value. 

Force. Force is defined as that which produces, or tends to 
produce, motion, and in practical work is usually expressed in imits 
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of weight, for example, pounds, kilograms, or tons. A force may 
exist without any resulting motion, and therefore without work being 
done. For example, the weight of any object represents the force of 
gravity attraction between the earth and that body. The atmos- 
phere exerts a pressure or force of approxinxately 14.7 pounds per 
square inch at sea level. 

Work. Work is done when force is exerted by or on a moving 
body, and is measured by the product of the force into the distance 
through which it is exerted. A convenient unit of work is the "foot- 
pound", which is the work done in lifting a weight of one pound 
against the force of gravitation a vertical distance of one foot, or 
exerting a force of one pound in any direction through a distance of 
one foot. 

Power. Power expresses the rate at which work is done. If a 
foot-pound of work is performed in a minute, the power is small. 
If it is done in a second, the power is 60 times as great. The cus- 
tomary unit of power is the horsepower, which is 33,000 foot-pounds 
per minute. Whether a force of 33,000 pounds be exerted through 
one foot of distance, or one pound be exerted through 33,000 feet in 
the same time, the power is the same. 

Mechanical Equivalent of Heat. Heat may be converted into 
work or work into heat. Experiments have been made in which water 
was agitated in a closed vessel by means of paddles run by falling 
weights and the resulting rise in temperature of the water carefully 
determined* From these and other experiments, it has been ascer- 
tained that one British thermal unit is the equivalent of 778 foot- 
pounds of work. That is, a weight of one pound falling 778 feet, or 
778 pounds falling one foot, develops suflScient energy to raise one 
pound of water one degree F. in temperature. A horsepower, there- 
fore, equals 42.416 B.t.u. per minute. The combustion of one pound 
of either gasoline or kerosene liberates approximately 19,900 B.t.u., 
but the kerosene is heavier for equal bulk. One U. S. gallon of 
gasoUne weighs about 5.6 pounds; of kerosene, about 6.25 pounds. 
.The combustion of a gallon of kerosene per hoiu* develops theoret- 
ically about 49 horsepower but the actual amount of energy obtained 
falls far short of this. Owing to heat losses in the boiler and exhaust, 
and to radiation, etc., only a small fraction of this energy can be 
converted into useful work. 
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THERMODYNAMICS OF STEAM 

Latent Heat If water be heated in an open vessel it will reach 
a temperature of approximately 212° F. (100® C.) and will then boil 
away without further rise in temperatiu^e. The added heat is 
absorbed in converting the water into steam. 

It takes far more heat to convert water into steam than to raise 
its temperature. A pound of water heated to boiling from 32® F. 
absorbs only 180 B.t.u., but in boiling away at 212® F. it absorbs 
966 B.t.u. additional. At atmospheric pressure the vol- 
ume of the steam is 1645 times the volume of the water 
whence it came. This bulk of steam must displace an 
equal bulk of air, and part of the heat energy represented 
by the steam has been spent in pushing back the air to 
give it room. This will be made clearer from the sketch, 
Fig. 8, showing a long tube open at the top and containing 
a little water at the bottom. On top of the water is a 
piston, supposed to be air-tight and without weight or 
friction. If the water be boiled into steam, the piston 
will be pushed upward against the atmospheric pressure 
a distance equal to 1645 times the original depth of the 
water. The work in foot-poimds thus done will be 14.7 
times the area of the piston in square inches times the 
distance in feet through which it has moved. Approxi- 
mately 7.45 per cent of the heat imparted to the steam 
represents work done against the atmosphere; the remain- 
der is spent in overcoming the mutual attraction of the 
molecules of water. The heat which has been absorbed 
by the change in state from water to steam without 
change in temperature is called the "latent heat of vapor- 
ization". 

If a vessel containing water at 212® F., which is the 
atmospheric boiling point, be put under the receiver of 
an air pmnp and the air partly exhausted, boiling will 
take place spontaneously without further addition of heat. At the 
same time the temperature of the water will decrease, because part 
of the heat contained in it has been absorbed by the conversion of 
water into vapor. If the air pump keeps on working, the water will 
boil continuously while its temperature steadily descends. If the 
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experiment be carried far enough, with the vessel so supported that 
it can absorb little or no heat from adjacent objects, and* if the 
vapor given off be rapidly absorbed, for example, by placing a tray 
of quick-lime or sulphuric acid adjacent, the water may actually be 
frozen by its own evaporation. 

This experiment shows that the boiling point of water — and 
this includes other liquids also — is not a fixed temperature but 
depends on the pressure. All volatile liquids when exposed to partial 
or complete vacuum give off vapor; on the contrary, this vapor when 
subjected to pressure partly re-condenses and a higher temperature 
is needed to produce boiling. Under an absolute priessure of 147 
pounds or 10 "atmospheres", the boiUng point is 356.6® F. At 500 
pounds absolute pressure the boiling point is 467.4® F. (242® C). 

The *'total" heat of steam at the boiling point corresponding 
to a given pressure is the sum of its latent heat of vaporization and 
the heat contained at the same temperature in the water from which 
the steam was formed. The total heat of steam increases slowly, but 
the latent heat diminishes nearly in proportion as the boiling point 
rises. The space occupied by a given weight of steam diminishes 
approximately in proportion to the increase in pressure. In this 
respect the steam resembles a perfect gas without change of tempera- 
ture in accordance with Boyle's Law. Tables showing the pressures, 
temperatures, latent heat, etc., of steam are given in Kent and other 
handbooks. 

The experiment just cited of producing spontaneous boiling 
in water by exhausting the air above it, may be duplicated with hot 
water at any temperature and pressure. For example, the boiling 
point of water under 100 pounds absolute pressure is 327.6® F. 
If, in a boiler containing water Kit that temperature and pressure, 
the pressure be reduced to 50 pounds by the withdrawal of steam, the 
water will boil spontaneously, absorbing its own heat in doing so, 
until it reaches a temperature of 280.9® F., which is the boiling point 
for 60 pounds absolute pressure. 

Cause of Boiler Explosions. Owing to the property of giving 
off steam under reduction of pressure, every steam boiler constitutes 
a reservoir of energy which may be drawn upon to carry the engine 
through a temporary period of overload. In other words, the boiler 
will give out steam faster than the fire generates steam, the difference 

357 




14 STEAM AUTOMOBILES 

being supplied from the heat stored in the water itself. This is an 
exceedingly useful feature of the ordinary steam boiler. At the? 
same time, and for the same reason, it is a source of danger in case of 
rupture of the boiler shell. If a boiler explosion involved simply 
the release of. the steam already formed it would not be so serious a 
matter; but when a seam starts to "go** the adjacent portions are 
imable to carry the abnormal strain put upon them, and the result 
is a rent of such proportions as to release almost instantly the entire 
contents of the boiler. The hot water thus suddenly liberated at 
high temperature bursts into steam until the whole mass drops to a 
temperature of 212 degrees, and this steam is many hundred times 
the volume of the water from which it came. It is to this fact that the 
violence of boiler explosions is due. 

To take an extreme case, if a boiler bursts under 500 pounds 
pressure, approximately thirty-seven per cent of the water it contains 
will pass instantly into steam, and at atmospheric pressure the volimie 
of che steam will be over 600 times the volume of the entire original 
liquid contents of the boiler. 

Automobile boilers and steam generators are so designed as 
to minimize the danger of explosion, and only ordinary care is needed 
to insure entire safety. 

Superheating, The foregoing paragraphs have dealt exclusively 
with steam at the boiling temperature due to its pressure. Such 
steam is called "saturated" steam. Steam will not suffer a reduction 
of temperature below this^ point; if heat be absorbed from it a portion 
will condense. On the other hand, steam isolated from the water 
whence it came may be raised in temperature indefinitely. It is then 
called ''superheated'* steam. The more it is superheated the more 
nearly does it act like a perfect gas. 

Superheated steam is preferred for power purposes to saturated 
steam, for the reason that the latter condenses more or less, both in 
the pipes on its way to the engine and in the engine itself. Steam 
which condenses thus is a total loss, and it is more economical to add 
sufficient heat to it before it reaches the engine to replaces radiation 
losses, etc., without cooling the steam to the saturation point. To 
accomplish this in automobiles, the steam from the boiler is }ed 
through one or more pipes exposed to the maximum temperature of 
the fire. These pipes are called superheaters, or superheating pipes. 
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MECHANICAL ELEMENTS OF THE STEAM ENGINE 

Qeoeral Details of Steam Engine Parts. In Fig. 9 a plan view 
lar * stationary steam engine is given, with the cyKnder and valve 
eb"8t shown in cross section, and with the various parts marked by 
Ifctters. A view of a stationary engine is used because it is not so 
condensed as an automobile engine, and the parts are therefore 
easier to mark and pick out. The relations and names of parts are 
the same in an automobile engine. 



Fit- 9. Plan View ol Tyincal Statioiury En^ne 

A, Cylinder. 'I, Outer cylinder head. C. Piston rod. D, Crcsahead. B. ConnectiDg rod. 
F, Crsnlipin. G, Crank. S, Crankshaft. J, Eccentric. /, EcesWrio rod. K, Eccentric 
cnisBbesd. L Valve stem. If, Stesm ehest. ff. Steam pipe connection. PP, Flywheels. 
0, CroBshead ..mJca. fi, Valve etem guide. S, Eneine frame. T. Stuffing boi, U, Piaton. 
V, Wriatpia. tTW, Steam ports, X, SHdo valvo. Y. Eccontrio strap. Z, Clearance space 



A is the cylinder to which steam is admitted through the pas- 
sages, or ports, W W, which connect it with the steam chest M. The 
opening and closing of these ports is accomphshed by the movement 
of the valve X. Because of its shape, the valve here shown is called 
a D-slide valve. Other types of valves are piston valves and poppet 
valves, names which explain themselves. The valve is attached to 
the valve stem X and is guided by the valve-stem guide R. Motion 
back and forth is given the valve by the eccentric /, which is a circu- 
lar disk on the crankshaft, with its center offset from the center of 
crankshaft H. 

Returning to the cylinder, U is the piston, which is driven back 
and forth by the steam. Connected to the piston is the piston rod C, 
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which passes through the gland, or stuffing box T. This gland is for 
the purpose of holding the packing which prevents the escape of 
steam around the piston rod. The end of the rod, or crosshead D 
slides back and forth in the crosshead guides Q Q. To the crosshead 
is attached the connecting rod £, by means of the wristpin V. In 
the lower end of the connecting rod is the crankpin F, 

In steam automobile engines the flywheels P P are usually not 
needed and are consequently omitted. The rim of the gear wheel, 
when the engine is geared directly to the rear axle, has a slight fly- 
wheel action. 

SLIDE VALVE 

The leading mechanical elements of the steam engine have been 
briefly described. It remains now to show the precise manner in 
which the steam is used. 

Elementary Slide Valve. Fig. 10 represents an elementary slide 
valve. In order to indicate the movements of the crankpin and the 
valve eccentric on one drawing, the crankshaft center is located at 

A. B represents the 
y^^ — -s^ crankpin center with 
\ the piston C at the 
/ inner end of its 
stroke. The larger 
dotted circle is the 
crankpin circle, and 
the small circle is that 
in which the center 
D of the eccentric 
moves. With the 
crankpin traveling as 
the arrow shows, the 
valve is in mid-posi- 
tion when the piston 
starts to move, and 
the first effect of its 
movement is to un- 
cover the steam port 
E, at the same time 

Fig. 12. Elementary Slide Valve— Inlet and Exhaust Porta 4.„Ui:«U:«-« «^w. 

Fully Opened- Piston in Mid-Position eStabllSJling COm- 




Fig. 10. Elementary Slide Valve — Valve in Mid-Position 




Fig. 11. Elementary Slide Valve — Inlet and Ejchauat Ports 

Partly Uncovered 
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munication between port £' and exhaust port -F, Fig. 11. At half- 
piston stroke the ports are wide open and the valve starts to return, 
Fig. 12. When the crankpin reaches the outer dead center G the 
ports are again closed. 

Use of Steam Cut-Off. A steam engine with valve arranged as 
above would take steam through the entire stroke, and would exhaust 
at boiler pressure. . It would develop the maximum power of which it 
was capable at that pressure, but no use would have been made of 
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Fig. 13. Theoretical Indicator Diagram for One-Half Cut-Ofif 

the expansion force of the steam. For this reason, all practical steam 
engines are made to admit steam only for the first portion of the 
stroke, that is, about one-half stroke or less, the remainder of the 
stroke being devoted to expansion. In Fig. 13, suppose A represents 
the position of a piston moving from left to right. The horizontal 
distance S C represents the stroke, and vertical distances represent 
steam pressures. D E is the line of zero pressure, and F C that of 
atmospheric pressure. Suppose steam is admitted at 50 pounds gage 
pressure during the first half of the stroke from G to H; the steam 
port then closes and the steam expands with diminishing pressure 
along the curve H /. Since work is the product of force into distance 
traveled, it follows that for each fraction, such as £ J of the piston 
travel, the included area BG KJ will represent the work done 
during that portion of the stroke, and the area of the entire card 
BGHIC will represent the work done during the whole stroke. 
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Hg. 14. Theoretical Indicator Diagram for One- 
Quarter Cut-Off 




In the case under consideration, the area of the whole diagram is 
84.4 per cent of that which would have been produced if the steam 
had entered during the entire stroke, yet only half as much steam 
is used. 

Indicator Diagrams. A diagram such as Fig. IH is called the 
"indicator diagram" or "indicator card'', and is employed to study 

the internal action of 
the engine. The expan- 
sion curve of steam fol- 
lows Boyle's Law with 
sufficient doseness for 
practical purposes. Fig. 
14 is similar to Fig. 13 
except that the steam is cut off at one-quarter stroke, point H. 
In the foregoing, no mention has been made of the contents of 
the steam passages between the slide valve and the cylinder, or of the 
clearance volume between the piston and the cylinder head when the 
crank is on dead center. These clearance spaces cannot wholly be 
avoided, but it is desirable to reduce them as much as possible. It 
is customary in indicator cards to represent the clearance space 
by an area to the left of the actual indicator card. This area is 
F LG B in Fig. 13 and Fig. 14. Its volmne averages about 5 per 
cent of the volume swept by the piston. Owing to the necessity 

of taking the steam in 
the clearance space into 
account, the actual steam 
consumption in Fig. 14 is 
a trifle more than half 
that in Fig. 13. 

Effect of Conq>res- 
sion on Indicator Card. 
The objectionable influ- 
ence of the clearance 
may be neutralized by 
closing the exhaust port 
before the piston has finished its return stroke, thereby trapping 
the remaining steam at atmospheric pressure and compressing it to 
boiler pressure. If this is done, none of the entering steam is wasted 
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Fig. 15. Actual Indicator Card, Showing Compression 
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merely in Slhng the clearance space. Fig. 15 diows the effect di 
compression on an actual indicator card. It is not carried to boiler 
pressure, but only to point A. 

Another reason for using compression is to cushion the recipro- 
cating parts at the end of their stroke and prevent the shock which 
may otherwise occur on suddenly admitting live steam. 

Effect of High Pressure and Early Cut-Off. As Fig. 14 shows, 
no great advantage is gained when working with steam at 50 pounds 

by cutting off earlier 
than one-third stroke. If 
higher pressure is used, 
however, the cut-oflF can 
be considerably short- 
ened. Fig 16 is a theo- 
retical indicator diagram 
for 200 poimds gage 
pressm-e (214.7 absolute). 
The clearance is 5 per 
cent of the piston dis- 
placement, and cut-oil 
occurs at one- tenth 
stroke. The weight of 
steam per stroke is about 
the same as in Fig. 14, 
but the work done by the 
higher pressure is nearly two-thirds greater. This shows strikingly 
the economic advantage of using high pressm-e, provided the cut- 
off is shortened to correspond. 

Effect of Adding Steam Lap. To produce a short cut-off, what 
is known as outside lap or steam lap is added to the edges of the slide 
valve A A, Fig. 17. To produce 
compression inside exhaust lap 
B Bis also added. Figs. 18 and 19 
show how the valve mechanism 
is affected by these changes. In 
Fig. 18 the piston is about to begin its stroke, but the valve is no 
longer in mid-position. Instead, the eccentric has had to be ad- 
vanced through an angle, known as the "angle of advance", in order 




Fig. 16. Theoretical Indicator Card for One-Tenth 

Cut-Off 




Fig. 17.' Secdon of Slide V&lve, Showing 
Steam and Exhaust Laps 
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to open the port as the piston starts to move. The necessary travel 
is also increased in order to accomplish the idle movement when all 
ports are closed. As the diagrams show, the valve reaches the end 

of its movement, re- 




J 



Fig. 18. Elementary Slide Valve, Showing Effect of 

Adding Laps 




Fig. 19. Elementary Slide Valve, Showing Adjustment 

of Lead 



^ 



turns, and closes the 
steam port while the 
piston is in the first 
quarter of its move- 
ment. It then con- 
tinues to move, but 
with only the exhaust 
open. 

It is customary, 
as Fig. 19 shows, to 
open the steam port 
a trifle before the 
piston begins its 
stroke in order to 
avoid wire drawing of the steam before the port goes fairly open. If 
this were not done, there would be an appreciable drop in pressure 
at the beginning of the stroke. The amount of this premature open- 
ing of the valve is called its "lead". 

SUPERHEATED STEAM AND COMPOUND EXPANSION 

Superheating to Avoid Cylinder Condensation. When steam 
expands its temperatiu"e drops by reason of expansion, causing the 
cylinder walls to assume an average temperature which slightly 
increases from contact with the hot steam and slightly diminishes at 
the end of every stroke. The hot entering steam condenses on the 
walls, and re-evaporates near the end of the stroke. This is very 
undesirable, and is avoided by superheating the steam su£Sciently 
to compensate for the initial loss of heat to the walls. In addition, 
heat loss by radiation is minimized by lagging the cylinder walls and 
heads with asbestos, magnesia, or other non-conducting coverings. 

When steam is used at pressures above 100 pounds, compound 
engines are preferable, although not always used. 

Compound Engines. In a compound engine the work done by 
expansion is divided as nearly equal as practicable between two 
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cylinders, called respectively the high-pressure and the low-pressure 

cylinder^ The high-pressure cylinder is the smaller in diameter, 

and it exhausts into the low-pressure cylinder instead of into the 

atmosph^*e. In the diagram. Fig. 20, showing the elements of 

a compound engine, the 

steam is being transferred 

from the high-pressure 

cylinder to the low-pres- 
sure cylinder. The steam 

expands by reason of the 

diflPerence in the areas of 

the two pistons. 

A compound engine 

may be considered as 

though the steam were 

expanded wholly in the 

low-pressure cylinder, and 

the indicator diagrams of 

the two cylinders may be 

combined to show the total 

work done, by shortening 

the horizontal distances of 

the high-pressure card in proportion to its smaller piston area. 
Comparison of Indicator Diagrams for Staiionary and Automobile 

Engines. Fig. 21 is a combined diagram from the high- and low-' 

pressure cylinders of a stationary compound engine. Both cards are 

drawn to the same scale as regards stroke, but the low-pressure card 

reads, from right to left. 
F is the point of admis- 
sion to the high-pressure 
cylinder. The slight peak 
at A is due to the inertia 
of the in-rushing steam. 
At B the admission valve 
closes. At C the steam is 
released and goes into 
the receiver between the 

Fig. 21. Indicator Diagram of a Stationary Compound i* i t^ t-i . .1 

Steam Engine CylmdcrS.^ DE IS the 





Fig. 20. Elements of a Compound Steam Engine 
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exhaust line, and E F the compressioD line. From DtoE steam passes 
from the high- to the low-pressure cylinder, the difference between 
the two lines being due to frictional resistance of the passages. At G 
the exhaust valve opens. HI is the compression line of the low- 
pressure cylinder. 

Use of Condensers. Id the foregoing paragraphs steam is 
supposed to be exhausted at atmospheric pressure. In other words, 
the steam in the working end of the cylinder must overcome a back 
pressure of 14.7 pounds per square inch in the exhaust end. If the 
exhaust st«am were discharged into a closed vessel and condensed, 
a vacuum would be formed containing only water vapor at a pressure 



n«. 22. Sualey RadUlor Pig. 23. Doble lUdutor 

proportionate to its temperature. This would mean the addition of 
5, 10, or even 12 pounds to the height of the indicator card witiiout 
having to increase the heat units put into the steam. To do this 
requires considerable apparatus — condenser, vacuum pump, etc., all 
of which it has been found inadvisable to install on an automobile. 

Condensers on steam cars are not for the purpose of increasing 
the total expansion by dropping below atmospheric pressure, but to 
condense the water at atmosphenc pressure so as to be able to use it 
again and avoid having to fill the water tank so often. 

As shown in Figs. 22 and 23, both the Stanley and the Doble 
use condensers of the same general construction and appearance as 
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the radiators used on the ordinary gasoline car. The exhaust steam 
from the engine enters at the top of the radiator and is forced down- 
ward by the steam which is following. As.it passes down the radi- 
ator, the air going through the spaces between the water passages 
cools it, until, by the time it reaches the bottom, it has been con- 
densed into water. 

VALVE QEARS 

Throttling and Reversing. Steam engines are regulated partly 
by the cut-off and partly by throttling. As has been pointed out 
above, it is impracticable to use a cut-off so short as to expand the 
steam to, or below, exhaust pressure. Beyond this point reduction 
of power must be had by throttling the steam on its way to the engine. 
The shortening of the cut-off, and the complete throwing over of the 
valve timing to the other side of the dead center to reverse 
the engine, may be accomplished by shifting the angular position 
of the eccentric on the crankshaft or by the use of one of several 
valve gears or linkages. 

Types of Gears* Up to the last few years the most common 
gear was the "Stephenson Link", developed by Robert Stephenson 
and Company, in 1842. In locomotive work the Stephenson gear 
has been largely displaced by the Walschaert gear. Practically all 
the earlier steam automobiles used the Stephenson, but later some 
changed to the "Joy Gear", which is one of a number of radial gears 
employing linkages without the use of eccentrics. 

Stephenson Link. The Stephenson link is shown in Fig. 24. It 
consists of two eccentrics A on the crankshaft — one for the for- 
ward motion and the other for the reverse. The two eccentric rods 
are pinned to the link B, in which there is a curved slot. In the 
slot is carried the block C, which is a sliding fit and is pinned to 
the valve stem. 

By means of the hanger rod D and the reverse lever arm E, 
the Unk is moved up and down, so that the slide is in different posi- 
tions from the center of the slot. When the block is on one side of the 
link center it partakes of the motion of one of the eccentrics, and 
when on the other side of the motion of the other eccentric. Thus 
the valve timing is changed from the forward running position to the 
reverse by changing the position of the block in the curved slot. 
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It is a feature of the Stephenson link motion that by rodcing 
the link toward (but not tu) its mid-position the valve travel and 
cut-off are shortened, and this feature js utilized to improve economy. 
At the same time the lead is increased, that is, steam is admitted 
before the piston begins its new stroke. This is not a disadvantage 



Fig. U. BtephenHD link Motion Uied on Stanley Bteun Can 

at high speeds, as the fresh steam has a cushion effect on the recip- 
rocating parts. At low si>eeds, however, the engine runs jerkily, and 
consequently the cut-off is shortened only at medium to high speeds. 
Joy Gear. The Joy gear is a well known English development, 
which is used on a number of steam automobiles. Its operation may 




flf. 2fi. Diacram of Joy Valre-Gear Uschatiiim 



be understood by referring to Fig. 25. A Unk is pinned at one end to 
the en^ne at ff and at the other end to a link, which in turn is pinned 
to the connecting rod at C. To this second link is pinned the link 
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DE, to the upper end of which is attached the rod E G, which moves 
the valve. At -4 on D £ is pivoted the block A, which slides in '\he 
slotted guide, the guide being slightly concave on the side toward 
the valve. This guide is pinned to the engine frame at its center 
point P. In the position of the guide, as shown, the valve is in full 
gear for forward running, but if the guide is swung about the point P, 
by means of a connection at F, until it is in the position B F, the 
engine will then be in full reverse. 

As with the Stephenson, the moving of the Joy toward the half- 
way point shortens, the cut-ofiF. This gear has an advantage over the 
Stephenson in that the lead is not increased and the distribution of 
steam to the two ends of the cylinder on short cut-off is more nearly 
equal. The Joy gear also gives a rapid opening and closing to the 
valve. 

ENGINE TYPES AND DETAILS 

Although makers have their individual preferences in engine 
types as regards the placing of the cylinders, compounding, and 
other features, the practice of using two cylinders has become almost 
universal. 

Stanley. An example of the two-cyUnder type is the Stanley 
engine, which-, in the present models, is made in three sizes of the 
following bore and stroke : 3 J by 4 J, 4 by 5, and 4 J by 6^ inches. 
This engine is geared directly to th^ rear axle by a spur gear mounted 
on the crankshaft, as shown in Fig. 26, and the frame rods are 
attached radially from the axle housing. The cylinder end is attached 
to the frame of the car. The rear-axle gear ratio in the small Ught 
runabout model is 30 to 56, and in the heavy delivery car is 40 to 80. 
With a gear ratio of 40 to 60 in one of the touring cars the engine 
turns over at 447 r.p.m. when the car is running 30 miles per hour. 

Both cylinders take high-pressure steam at both ends, the engine 
being of the double-acting, simple type. The steam chest. Fig. 27, 
Ues between the two cylinders, with the D-sUde valves driven by the 
eccentrics lying next to the drive-shaft gear. In Fig. 26 is shown 
theStephensonlinkby which the cut-off is hooked up and the reversing 
of the engine accomplished. This valve gear has been described in 
detail on page 23. The cross shaft, working the link, and the hook, for 
holding it in the normal position, are shown just to the left of A. 
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The booking up is done by the left pedal, which can be released by a 

pedal beside it called the clutch pedal. 

Roller and ball bearings are used extensively in the Stanley 

motor. The crosshead bears on a plain crosshead guide, and the 
connecting-rod and eccentric- 
strap bearings are of the ball 
type. The counterweights are 
also shown in Fig. 26. 

Lubrication of the outside 
parts is effected by enclosing the 
gears, crankshaft, and other parts 
in a sheet-metal case, which is 
kept about half full of moderately 
thin mineral oil. The lubrication 
of the cylinder walls is accom- 
plished by feeding the oil into the 
steam line, and the special super- 
heated steam-cylinder oil recom- 
mended is given fully in a later 
section. 

The Stanley power pumps 
for water, fuel, and oii, shown in 

Fta. 28. StEnley Two-Cylind»r Steam Engine. Fic. 46, are drivCn ffom the PeftP 

Sbowinj l4Qk Motion wid Balanced Shaft ° 

axle. 
Doble. The Doble engine, shown in full length section in Fig. 
28, is made up of two cylinders of the same size. It is of the simple- 
expansion double-acting type, and the interesting feature is that the 
uni-flow principle is employed. The 
cylinder bore is 5 inches and ths 
stroke is 4 inches. 

On top of the cylinders are the 
valve chests. Each valve is made 
up in two pieces so that it may lift 
when the compression pressure ex- 
ceeds the steam pressure, t^ some- 
times happens in slow running. This 

flf. 27. Cylinder Conatructlon of Stanley Construction ailowS the USC of high 
Staam Eogioe. Showing Steam i ■ i ■ i ■ i . .1 

Cheat in Center compressioH, which 18 desircd at the 
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higher speeds. The gear used to control the valve motion is a 
modification and simplification of the Joy gear, Fig. 25. In the 
Doble gear the connecting 
and anchor links are done 
away with, and a straight 
rocker guide is employed. 
In starting, the cut-off is 
five-eighths stroke, and this 
same position is used for 
heavy pulling. For ordinary 
running, one-fifth stroke cut- 
off is used, while for econ- 
omy and high speed it is 
I reduced to one-eighth 
'^ stroke. 
S I By the uni-flow prin- 

|4 ciple is meant that the 
I I steam moves in hut one 
" I direction within the cylin- 
s .| der. It enters through the 
1 .1 inlet passage at the extreme 
. H end of the cylinder, expands 
' °^ I against the piston head, and 
^ ^ passes out of the exhaust 
} ports, whidi are uncovered 
1 by the piston a little before 
it reaches the end of the 
stroke. It is claimed for 
this system that the thermal 
conditions are so good that 
the use of superheated 
steam, with its att^idant 
troubles, is unnecessary. 

Aluminum is employed 
for the crankcase,with large 
cover plates, top and bot- 
tom, for easy access to the 
moving parts. The accessibility of the valve gear is very well 
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shown in Fig. 29. The case, which has its cover removed, con- 
tains all the moving parts of the en^ne with the exception of the 
valves and pistons; and, since the case and the axle tubes, which 
are bolted to it, are oil-tight, all these parts are kept in a bath of 




Fig. 30. Piston uid Cr«stieul Guide of Doble Eusne 

oil. This oil keeps comparatively cool and as there is no combus- 
tion, it does not deteriorate as in the gasoline car. 

A special design of long cast-iron gland is used for the piston 
rod at the cylinder, and there is a stuffing box where the rod passes 
into the crankcase. The crosshead guide is part of a cylinder, as 
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shown in Pig. 30, giving a large bearing surface. Annular roller 
bearings are used for the big end of the connecting rod, for the 
crankshaft, and for the differen- 
tial. Hardened steel, running in 
hardened steel bushings, is used 
for all the other bearings. 

Being geared at practically a 
1 to 1 ratio to the axle shafts, the 
engine always runs at compara- 
tively slow speed. A 47-tooth 
pinion is carried on the engine 
crankshaft and to thb is fastened 
the counterbalance. This gear 
meshes with one of 49 teeth on 
the differentia] spider. The dif- 



ferential is of the three-pinion bevel-gear type. Mealing with the 
axle gear is an idler, and then a gear on the electric generator, which 
furnishes current for the combustion system and the lights. 

NatlonaL In the National steam omnibuses of London, Eng- 
land, the engines are placed under the floor boards. Fig. 31, and. 
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unlike any of the American engines, the two cylinders lie across the 
chassis. The drive is taken by a shaft to worm gearing at the rear 
axle. These engines have a Joy gear, and the pumps for the water 
and kerosene are driven from a cross shaft, which in turn is driven 
by a worm gear off the extension of the crankshaft, as is shown in the 
illustration. An interesting feature of the National chassis is the use 
of an entirely separate steam engine for driving the electric-lighting 
generator, which supplies the large number of lights used inside the 
busses. This auxiliary engine is shown in Fig. 32. 

From what has been said it must not be supposed that all auto- 
mobile steam engines use two-cylinder engines with either D or piston 
valves. The Pearson-Cox steam truck of England has a three- 
cylinder vertical engine with poppet valves in chambers at each side 
of the cylinders, and the whole engine looks very much like a vertical 
poppet-valve gasoline motor. 

A number of very heavy English trucks, or "lorries" as they call 
them, are driven by steam, and are very popular in England. These 
carry from 3 to 10 tons, and the boilers and parts of some of them 
are very large. 

FUELS AND BURNERS 

Gasoline and Kerosene as Fuels. Energy for driving steam 
engines is derived, of course, from the fuel burning and forming 
steam from the water, the steam in tiun doing mechanical work by 
its expansion in the engine. In an automobile it is of prime impor- 
tance that the fuel be as easily handled, carried, and purchased as 
possible. Of the commercial fuels, gasoline and kerosene come the 
nearest to these ideals and are, therefore, the most popular. Kero- 
sene is less expensive than gasoline, but does not vaporize at as low a 
temperature while, as a rule burners are specially designed for kero- 
sene, many modem burners will handle dther of these fuels or a 
mixture of them. 

To bum either of these fuels the vapor must be mixed with air, 
which supplies the necessary oxygen for combustion. Either of these 
vapors, if mixed with the right amount of air, is highly inflanmiable 
and explosive, and therefore, care must be taken in storing and 
in filling the fuel tank> not to have open lights about — ^not even 
lighted cigars. 
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Burner Principles. Bunfen Burner. The purpoee of the burner 
is first to vaporize the liquid fuel by heating it and then to mix it 
with enough air to produce the hottest possible flame under the 
boiler. In principle the burner is the same as the ordinary Bunsen 
burner, Fig. 33, in which the gas passes under moderate pressure 
through the small opening b. In going up the tube a it draws 
in a certain amount of air through the openings o, the fuel gas and 
air becoming well mixed in the tube before reaching the fiame. In 
case either too much or too little air is mixed with the gas, the flame 
«ill run back through the tube 
a, and will bum at o. This is 
called "popping back", and not 
only takes iway the effect of the 
flame but will ruin the burner if 
allowed to continue in operation 
in this way. 

Modificatiom for AviomobUe 
Work. In automobile work the 
burner is somewhat modified in 
order to act over a large area and 
to give a fiame of more intense 
heat. For the purpose of feeding 
more gas, and to mix it more 
quickly with the air, the fuel is 
fed under considerable pressure. 

The correct mixture of air 
and fuel gas gives a blue fiame, 

just ali^tJy tinged with orange at pi..^. TypkaiBuDMaBniDei 

the top, and burning rather close 

to the burner. If too much air is given the mixture, the fiame will start 
a considerable distance above the burner and will be very blue. The 
excess air tends to cool the flame. Too little air is equally bad, for 
the combustion will then be incomplete and, since gasoline and 
kerosene are hydrocarbons, soot wiU be deposited on the surfaces 
above the flame. Such a flame is indicated by a yellow color. As in 
the ordinary Bunsen burner, poor mixtures are apt to pop back. 
When this happens the operator must turn off the burner and relict 
it. The popping bade is indicated by a roaring sotmd. 
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PQot L^ht As the demand for steam 13 not constant in an 
automobUe, it is desirable to have the main burner come on and off 
automatically. In order to light the main burner whenever it may 
come on, a small light is kept burning continuously while the car is 
in use, whether running or standing stilt. It is even the practice of 
some owners to keep this pilot light, as it is called, lighted over night. 
Besides relighting the main burner when the car is running, the pilot 
is lighted first when firing up a cold boiler. The burning of the pilot 
serves to heat the vaporizer of the main burner as well as to light the 
main fire. The handling of the pilot in firing up will be taken up later. 
Due to its easier vaporization, gasoline is always used for the 
pilot-light fuel even when kerosene is used for the main burner. It 
is also quite general to have the two fuel systems separate, although 
both may be using gasoline. In starting up a cold system the pilot 
vaporizer must be heated by some outside means. This is done in 
several ways: one is to use 
a separate gasoline torch; 
another is to use an acety- 
lene torch instead of a gas- 
oline torch; and a third 
method is to light a little 
pool of gasoline below the 
vaporizer, ^milar to the 
method used in many gas- 
oline cook stoves and plumb- 
ers' torches. 

Types (^Burners. Dif- 
n«. 34. suniey Burmr. showiiw T«.iri»r u>d fercut makers, of course 

Cmrtay of Slai^^M^^rriait Company, "^ SOmCwhat different COU- 

N*^n, ua.«chu,.u, ' structioHS for thdr burners, 

but in all cases the fuel gas is vaporized by heat and mixed in a burner 
of the Bunsen type. As a fair example of alt the burners, that of 
the Stanley wilt be described in detail, while short descriptions will 
also be given of other makes. 

Stanley, Either gasoline, kerosene, or a mixture of the two can 
be burned in the Stanley main burner. The burner. Fig. 34, consists 
of a corrugated casting with a large numl>er of slots cut across the 
peaks of each parallel corrugation. Vaporization of the fuel takes 
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place in the two coiled tubes A A which lie directly over the jfire. 
From the vaporizing tubes the gas flows at high velocity through the 
nozzles B B into the mixing tubes C C drawing with it the air 
necessary for good combustion. The mixing tubes lead under the 
burner, and combustible gas issues through the fine slots, where it 
bums with an intensely hot blue flame tipped with orange. No air 
currents are present to blow or cool the flame, for the bimier casting 
excludes all air except that drawn in and mixed with the gas through 
the tubes C C. To adjust the amount of air to give the correct color 
to the flame, bend the nozzles closer to the opening of the mixing 
tube for less air, and vice versa. 

Between the two main-burner vaporizer tubes is located the 
pilot light, which is a small independent casting. The pilot bums 
gasoline, supplied from a separate tank, irrespective of whether the 
main burner uses gasoline or kerosene. Due to the position of the 
pilot, it keeps the main-burner vaporizer warm when the main burner 
IS shut oflf by either the automatic or hand valve controlling it. When 
the main burner is turned on, the pilot flame ignites the gas. Since 
the pilot is independent of the main-burner valves, it remains lighted 
until tumed off by its own hand-operated valve. The heat from the 
pilot is suflScient to hold steam in the boiler for several hours after the 
car is stopped and the main burner shut off. 

In starting up the pilot of the Stanley when cold, an acetylene 
torch is played on the pilot vaporizer to vaporize the first gasoline, 
after which the heat from the pilot light itself keeps the pilot vapor- 
izer warm. The acetylene is carried in a "Prest-O-Lite" tank and 
tumed on by a valve at the tank. The torch lights by simply apply- 
ing a match, and should be played on the pilot vaporizer until it is 
sizzling hot, which takes between 15 and 30 seconds. The torch is 
then moved so that the flame enters the peek-hole, Ughting the pilot, 
after which the torch is played upon the upper part of the vaporizer 
for 15 to 30 seconds, until the main burner nozzles are sizzling hot. 

After closing the acetylene-tank valve the main-burner valve is 
opened and closed quickly several times until the gas from the main 
nozzles is dry. It is then left open, being lighted by the pilot flame. 
The pilot nozzle is provided with a wire which is filed off on one side 
to allow the passage of the gas. If the pilot light does not seem to 
bum strongly, it can be cleaned while burning by turning the outside 
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screw back and forth witli a screwdriver. If this does not suffice, 
the wire should be taken out and cleaned; it is good practice to do 
this every day before firing up. The color of the flame can be adjusted 
by bending the nozzle tube to bring the nozzle in or out from the 
mixing tube, the same as is done in adjusting the main burner. 

In the older models of Stanley cars, which used only gasoline as 
the main-burner fuel, the pilot fuel system was a branch of the main 
system, tuid the pilot vaporizer was heated by a gasoline torch. 




Doble. Very radical departures from the long-established Bun- 
sen type of burner have been made in the combustion-system on the 
new Doble car. The fuel is ignited by electricity and there is no 
pilot Ught. Kerosene is used for both starting and running and is 
fed from the main fuel tank to a float chamber by an air pressure of 
three pounds per square inch. From the float chamber, which is of 
the standard gasoline-carbureter type, the fuel passes through a spray 
nozzle, which is located in the throat of a Venturi tube leading to 
the combustion chamber. 
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Air for the support of the combustion of the fuel is drawn 
through the radiator by means of a multiple-vane fan driven by a 
small electric motor. It passes the jet with suffident velocity to 
draw out the fuel and atomize it. Owing to the enlarging of the 
passage directly beyond the throat, the velocity is decreased in order 
to pve time for the complete 
combustion of the gas by the 
electric spark, which takes place 
at this point. 

The combustion chamber. 
Pig. 35, is completely closed and 
lined with a highly refractory 
material. As soon as the com- 
bustiim has been started, the 
electric spark is automatically 
shut off, and the burning of the 
gas is continuous until it is 
stopped by the action of the automatic steam control, as described 
later. Tlie lining of the chamber not only has the property of 
resisting high heats, but it holds and gives back the heat so as to 
assist m completely burning the gases. The combustion chamber 
is also well illustrated in Fig. 41, page 40. 

Ofeldt. The Ofeldt burner, Fig. 36, is designed especially for 
the use of kerosene as a fuel. Forming the foundation of the burner is 



\paek-on-thi-IIudMn, 



a galvanized iron pan, lined around the sides with millboard asbestos. 
In the bottom of the pan are drilled rows of small holes. Since these 
holes are in straight lines under the burner pieces, and of equal size, 
they admit even amounts of air throughout the lengths of the burner 
pieces. 

Cast iron is used for the burner pieces, which radiate from a 
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central gas-distributing chamber, into which they are screwed. The 

gas flows through fine slots cut in the burner pieces. Surrounding the 

mixing tube b the main vaporizer A , which passes through the outside 

of the pan, ending in the nozzle B at the opening of the mixing tube. 

The mixing tube is a part of the central gas-distributing chamber. 

Attached below the burner pan is the pilot D, where its flame 

heats both the main and the pilot vaponzers and the mixing tube. 

By means of a hand valve the pilot flame can be adjusted to keep up 

steam when the main burner 

is out, or it can be turned 

down so as to keep only the 

main vaporizer warm. 

A comparatively low 
pressure is used on the 
Of eldt system, the fuel being 
kept under about 60 pounds 
per square inch. 

Natioruil. Kerosene is 
used as the fuel in the 
National busses. These 
burners are quite different 
in appearance from those 
described above, as is shown 

Fig. 38. SMoleyJ'ire-Tube Boiler in Fig. 37. 

AUTOMOBILE BOILERS 

Classifkatioa. In stationary steam-power plants there are two 
distinct classes of boilers, the fire-tube and the water-tube. These 
two types are also used in automobile work, together with a third 
type, the flash boiler, which is a development of the water-tube type. 

Fire-Tube Boilers. In principle the fire-tube boiler b like a big 
tea-kettle filled with vertical tubes, which run from the bottom to the 
top for the purpose of carrying up the flame and hot gases. This 
construction gives a very large surface on one side of which are water 
and steam and on the other flame and hot gases. 

Stanley. One of the simplest of the fire-tube boilers is the 
Stanley, Fig. 38. This is made up of a pressed-steel shell, which 
includes the lower head, the upper head being a separate piece. 
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Between these two heads run a large number of tubes of H inch 
outside diameter, which are expanded into the heads by a taper 
expanding tool. Stanley boilers are made in three sizes, 20, 23, and 
26 inches in diameter and 14 and 16 inches in height, respectively. 
The number of tubes is 550, 751, and 999, giving 77, 104, and 158 
square feet of heating surfaces. To keep down the radiation losses, 
the boiler shell is lagged with asbestos, and the strength of the shell 
is greatly increased by winding it with steel piano wire. 

To keep a reserve of steam, and to have the steam free from 
particles of water, the boiler is kept only about two-thirds full of 
water, the upper space being filled with steam. To further insure 
dry steam at the engine the steam is led by a pipe from the top of the 
boiler down to a superheating coil directly over the burner. 

Fusible Plug. ' As a warning against too low water the side of 
the boiler is provided with a fusible plug, held in a fusible-plug tube 
which, in turn, screws into a steel fitting. The elbows on this fitting 
are made on a taper and are driven into two short tubes in the boiler. 
As long as the water level is above these tubes the circulation prevents 
the plug from melting. If the water gets below the plug and about 
3 inches from the bottom of the boiler, the plug will melt and the 
noise of the escaping steam wfll warn the operator of the danger — not 
danger of an explosion of the boiler, but danger of doing the boiler 
damage by heating it without water. There are other means by 
which the operator may know that the water is getting low before it 
gets low enough to blow out the plug, and these will be taken up in 
detail later, together with the causes of imexpected low water and 
other points. 

The fusible plug may melt out, not only from low water but also 
because of dirt or something retarding the circulation of water aroimd 
the tubes or fittings. The blowing off of the steam will usually remove 
the obstruction. If the escaping steam is dry, it is a sign that the 
melting has been caused by low water, but if it is wet the trouble is due 
to faulty circulation. It is good practice to replace the fusible plug 
once every two or three weeks, doing this when the boiler is cold. 

Since the addition of the condenser to the Stanley in 1915, these 
boilers have been made without the fusible plugs. Among other 
improvements in these boilers is the brazing, or welding, of the tubes 
in the lower heads. This is to prevent any trouble from oil, which 
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might be carried over into the condensing system. Before the boilers 
are turned out from the factory, they are tested by a water pressure 
of from 1500 to 1800 pounds per square inch, 

Water-Tube Boilers. Wateivtube boilers also are made up of 

tubes, but in this case the tubes carry the water and steam iruide and 

the fire and hot' gases pass over the tubes. The metal hood over this 

type of boiler carries no pressure, but merely serves to keep in and 

direct the hot gases. In stationary practice the tubes are often 

straight or only slightly bent, but to economize space the automobile 

boiler has the tubes coiled to give the 

most surface to the fire in the least 

possible space. 

Ofeldt. The Ofeldt saiety watei^ 
tube boiler. Fig. 39, is built about 
a central atandplpe of 5 inches or 
more in diameter, with a bottom of 
J-inch metal welded in. Threaded 
into the upper end of the standpipe 
is a steel cap with three arms, to the 
ends of which the sheet^metal hood, 
or cover, b fastened. 

The object of the standpipe is to 
hold a reserve of water at the bottom 
Pig. 39. Ofeldt Safety Water-Tube and of Steam at the top, and to dis- 
tribute the water to the coils. In 
the coils and standpipe the reserve of water varies from 3 gallons in 
the small sizes to 8 gallons in the 24-inch size. 

Water ia fed to the bottom of the standpipe, from where it flows 
into the coils. As it passes up the coils it turns into steam. A_ 
pipe from the center of the standpipe carries the steam down to 
the superheater, which lies under the boiler directly over the burner, as 
shown in Fig. 39, From the superheater the steam is carried by the sec- 
ond straight pipe back to the top of the boiler and then to the engine. 
These boilers are supposed to supply steam at 250 pounds pres- 
sure but are tested up to 1000 pounds per square inch. 

Dobk. Almost as great a departure from ordinary practice has 
been made in the Doble boiler as in the combustion system previously 
described. The generator is of the water-tube type, with the tubes 



STEAM AUTOMOBILES 39 

arranged in rows, which are really separate sections, I<1g. 40. There 
are 28 of these sections in the generator part of the boiler. The 
tubes are made from seamless drawn-steel tubing of about J-inch 
diameter and are swaged down to a diameter of about | inch at the 
ends. These ends are welded into the top and bottom headers, 
thus making each section a continuous piece of steel. 

Besides the 28 sections of tubes in the generator portion, there 
are 8 more sections in the economizer or feed-water heater. The 



arrangement of all these sections is clearly shown in Fig. 41, the view 
being cut across each of the 36 sections, similar to Fig. 40, The 
picture does not show all the details but has been arranged to ^ve an 
idea of the general layout and the direction of flow of the hot gases and 
of the water and steam. The boiler sections are completely covered 
over, except at the bottom, by a |-ineh wall of heat-resisting and 
insulating Kieselguhr material. Over this is a planished iron jacket. 
All of the sections are connected together by headers, which run 
along the sides of the boiler. One of the features of the constructibn 
is that if anything should go wrong with a section of tul>es, it can be 
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very easily cut out of operation by means of the side headers, until 
such time as it is convenient to replace the section. 

In Fig. 41, the direction of flow of the hot gases of combustion 
is shown by the heavy arrows, while the flow of the water and steam 
is mdicated by the small arrows. From the combustion chamber at 
the bottom of the boiler, the gases pass upward and then over the top 
of the fire wall between the generator proper and the economizer. 
Here they turn and pass downward in order to escape through the 



ftl. 41. Ssction thniusfa DoUe BoUn, Shawina Combuuioii Beloii 
Sectioa St tUcht 

exhaust at the bottom. It should be noted that the power-driven 
feed pump forces the water in an upward direction in the economizer 
tubes, exactly' bppo^te to that of the gas flow out^de of the tubes. 
From the top headers c^ the econoinizer sections, the water ow- 
fiows throu^ a manifold to the lower headers of the genentcv 
sections. An automatic valve controls the feed water, so that the 
water in the boiler, under normal conditions, stands about half-way to 
the top. On the road, the usual pressure is around 600 pounds po' 
square inch, which is nuuntuned by an automatic val^-e controlling 
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the fuel supply. Each section of the boiler is tested to a water pres- 
sure of 5000 pounds per square inch. The actual bursting pressure 
is said to be over 8000 poimds. As a precaution against any danger^ 
however, a safety valve is attached to the boiler. 

Flash Boilers. Flash boilers differ from the fire- or water-tube 
types, both of which have a reserve of steam, in that the steam is 
generated only in the quantity demanded each moment by the 
engine. These boilers consist of a continuous metal tube in one or 
more coils lying over the burner. As the water from the reservoir 
passes along the tube it gets hotter and hotter until at some point 
in the tube it bursts into steam. During the rest of its travel the 
steam is superheated. 

As practically no steam is kept in reserve, the capacity of the 
boiler and burner must be great enough to supply at once the maxi- 
mum demand for hill climbing. The relations of water and fire must 
be nicely balanced at all times to prevent too much superheat on one 
hand and wet steam on the other. 

Safety against a dangerous explosion is the leading argument for 
the fiash type of boiler. Since there is no reserve of steam or hot 
water under pressure, there is no large amount of energy to be 
fiberated in case of a rupture of any part of the boiler. 

Serpollet System. In the early days of steam automobiles a 
Frenchman named Serpollet reduced the amount of water in a boiler 
to an extremely small amoimt. To give the maximum of heating- 
surface area together with a minimum of cross-sectional area, the 
tubes were made a U-section instead of circular; this type, however, 
was abandoned later. 

With the Serpollet system the fuel and water were fed simul- 
taneously, one lever varying the strokes of both pumps. To avoid 
trouble from extreme superheat, single-acting pistons and poppet 
valves were employed. The valve cut-off was variable and worked in 
conjunction with the fuel and water suppKes. Since there was no 
reserve of energy to the system, it took a great deal of skill to handle 
it smoothly, especially in hilly country. 

White. A great improvement over the Serpollet system was the 
flash generator of the White Company. Although the White steam 
cars were discontinued in 1911, they were the leading example of the 
flash system in this coimtry. 
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In the White generator there was a sufBcient supply of water to 
serve as a reserve in cases of sudden demand. Referring to Fig. 42, 
it will be noted that the boiler was made up of several rows of tubes, 
each coiled in a horizontal plane, and each connected to the row 
below by a tube which first passes to the top of the boiler. Unlike 
the ordinary fire-tube or water-tube boilers, the water entered the 
White boiler at the top, through the fwpe 1S8. The upper coil was in 
the coolest portion of the gases from the burner. After passing 
through the top coil, the water flowed through the tube at the end of 
the coil, being carried up and over the top of the boiler and then 
down to the second coil, and so on down from coil to coil. Being 
nearer the burner, each coil was hotter than the one above, and, 



Fig. 42, Gennralor. Burner, tad Fuel Codnecdona Formerly Vmd oo 
While F^team Cars 

since the vertical pipes at the ends of the coils kept the hot water 
from circulating back to the coil above, there was some point in the 
lower coils where the water burst into steam. The steam became 
superheated during the remainder of its travel through the coils and 
left the boiler by the pipe 129. 

These principles of construction were held to in all the White 
steam cars from 1904 to 1911 inclusive. Because of the strength of 
the small-diameter tubes and the small amounts of steam and water 
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in the boiler at any one time, it was possible to carry a working 
pressure in these generators of 600 pounds per square inch. 

Special Types. Lane. The Lane boiler, Fig. 43, was a combina- 
tion of the fire-tube and flash systems. The main part of the boiler 
was of the fire-tube type, with very 
la^e tubes. Above this were several 
coils of brass tubing, the water entering 
the top and getting hotter as it passed 
down the tubes until it was partly con- 
verted into steam by the time it passed 
into the main part. The water was 
here separated from the steam, falling 
to the bottom of the boiler, while the 
steam was superheated by coming in 
contact with the hot upper portion of 
the fire tubes. 

National. For the National Lon- 
don busses a water-tube boiler is used, *^- *3. une Boiisr 
and these stand a great deal of abuse, often being run dry by the 
carelessness of the drivers. As is shown in Fig. 44, these boilers are 



built around a central steel drum, which is pressed from a single piece 
of metal. 
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BOILER ACCESSORIES AND REGULATION 

Besidea the main units of burner, boiler, and engine on the steam 
automobile, there have to be many other small units, most of them 
automatic in their operation, for the control of the fire, water feed, 
and eni^ne to meet the conditions of the wide variations in road and 
driving conditions. These are the power pumps, the hand pumps, 
valves, feed-water heater, condensers, and others. 

Check Valves. In the lines where it is desired to have the fuel, 

water, or steam pass in but one direction there are placed valves 

which allow only this one-way passage and are known as check valves. 

There are several types, including poppet, hinged, and ball checks. 

The latter, Fig. 45, is very largely used and consists of a ball which 

rests on a seat forming a ground, fluid-tight 

joint. When the fluid is passing in the desired 

direction it lifts the ball off the seat. The 

body of the valve is so made that it keeps the 

ball from being carried on down the line with 

the fluid. As soon as the direction of flow or 

pressure changes to the opposite direction the 

FSfr 46. ci^BeII Check ^^1' <hMp3 onto its scat, closIng the valve 

^''™ against this opposite flow. 

Check valves are used in many places in the fuel, water, and 

steam lines, as is indicated by the diagrams further along. For 

instance, there are check valves on the inlet and outlet sides of the 

water pumps. When the piston is on the suction stroke, the mlet 

check is open while the outlet check is closed, keeping the water 

already pumped from being drawn back. As soon as the piston 

starts on the delivery stroke the inlet check closes and the outlet 

valve opens. This action applies to all the types of check valves. 

If dirt lodges on the seats of a check it will leak and, if the dirt 
cannot be forced off by vigorous action through the valve, the valve 
must be opened up and the seat cleaned and possibly ground. In 
most check valves this can be done without removing the whole 
valve from the line. 

Fuel System. Considerable fuel-canying capacity is always 
provided in automobiles, and for this reason there should always be - 
enough in the car for more than one run. Before starting out it is 
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always well to see that there is plenty of fuel in the main and pilot 
supply tanks, l^ot only is running out of fuel on the road very 
inconvenient, but the running-dry of the tanks may air-lock the 
pumps and cause a loss of considerable extra time in getting the 



¥it. 46. Paw«r Fumpi of Stanley EDgine 

^tem back into smooth action. The above applies equally well to 
the water supply. 

As mentioned in the section on burners, the fuel is fed under 
pjressure. In some cases the pressure is carried on the main tank, 
while in other cases it is carried by air or spring pressure on small 
auxiliary tanks. The power and 
hand pumps on steam cars are 
of the plunger type. 

Due to the interrelations be- 
tween the demands for steam, 
water, and fuel and the auto- 
matic devices, one controlled by 
the other, it is diiBcult to deal 
separately with the various 
units. For this reason one com- 
plete fuel, water, and steam sys- 
tem will be discussed and then ^ "' ^' '*™" "^"^ *"' ^'^^ "^ 
descriptions of other makers' units and methods of operation will be 
taken up. The Stanley system will be used to show the relation and 
operation of the various units. 

Stanley Fuel, Water, and Steam Systems. Fuel System. On the 
Stanley cars the main fuel tank is carried under atmospheric pressurr 
and the fuel is drawn from the tank by the power-driven pump. 
Fig. 46. In series with the power fuel pump is a hand pump for use 
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when the engine is not running or if the power pump should be out 
of order. The smcdl pressure tanks on the Stanley are shown in 
Fig. 47. The fuel does not flow through the left tank, marked 2, but 

merely rises and falls in it, the tank acting 
as a pressure equalizer between the strokes 
of the power pump, similar to the standpipe 
in many city waterworks systems. Tank 
number 1, on the right, is filled with com- 
pressed air, which is supplied by the power- 
driven air pump or by the hand au- pump. A 
pressure gage on the dashboard shows the 
operator what the pressure is on the tanks. 
From the auxiliary tanks the fuel passes to 
the vaporizer. 

Since the fuel power pump has a capacity 
greater than that usually demanded by the 
burner an automatic hy-pass whey called the 
fuel automatic relief, Fig. 48, is placed in the line. When the fuel 
from the pump is at a higher pressure than is being carried on the 
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Fig. 49. Stanley Fuel System 
Courtesy of Stanley Motor Carriage Company ^ Newton^ Maeeaehueetta 




pressure tanks, the needle valve of this fuel automatic relief is raised 
and part of the fuel is returned to the main tank, as shown in the 
layout of the fuel system, Fig. 49. 

Should this needle valve fail to seat properly, it is probably due 
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to dirt between the needle and the seat. This can often be removed 
by taking the tension off the spring by unscrewmg the adjusting nut 
and then pumping fuel with the hand pump- If this does not cure 
the trouble the whole valve should be taken 
apart and cleaned and, if necessary, the needle 
ground into the seat. 

Beyond the pressure tanks there is a jvel 
filter which should be watched for leaks and 
cleaned every once in a while. Near the tanks 
is also a pressure-retaining valve, which may be 
closed by hand when the car is left standing, 
the purpose being to keep the pressure on the 
tanks, asitmight otherwise he lost, due to slow 
leaks in the lines, and thereby necessitate the 
pumping-up of pressure by hand. 

Actual fuel supply to the vaporizer, and 
hence to the humer, is governed by the steam 
automatic regulator, or "diaphragm regulator", 
as it is sometimes called, Fig. 50. This regula- 
tor governs the relation between the steam 
pressure and the fuel supply to the burner. It 
consists of a metal diaphragm, clamped 
between the cap and the body. When the 
steam pressure rises above the predetermined 
amount, the pressure against the diaphragm 
causes it to bulge and thus move the rod 
attached to it so as to keep the ball valve from 
leaving its seat, thereby shutting off the fuel to 
the boiler. 

The strength of the spring determines at Fit. go. suni^ suun 
what steam pressure the fuel is shut off. To 
regulate the strength of the spring the adjusting screw is moved 
in or out. The valve stem is provided with a stuffing box which 
can be tightened up to stop leaks through the gland. The screw 
locks the gland in place after the adjustment is made. Care must 
be taken not to get the gland too tight 

Upon the older Stanley models, in which gasoline was used for 
the fuel of the main burner as well as for the pilot Ught, the line for 
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the latter was a branch of the main fuel line. In the newer models, 
the pilot system is entirely separate, so that kerosene may be used for 
the main burner. The pressure on the separate gasoline tank is 
pumped up by a hand pump and should be kept at from 20 to 30 
poimds per square inch. In leaving the pilot burning oyer night the 
pressure will not fall over 5 to 10 pounds. 

Water and Steam System. From the main water tank the water 
is drawn by two opposite power-'driven pumps, Fig. 46, and follows 
the course shown in Fig. 51. A hand pump is also provided for use 
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Fig. 51. Diagram of Stanley Water System 
Courtesy of Stanley Motor Carriage Company, Newton, Maeeaehueette 




when the car is standing still or in case of a failure of the power 
pumps. Beyond the pumps are by-pass valves, the opening of which 
allows the water to return to the supply tank. The rear by-pass is 
operated by the usual type of handle, while the one in front is con- 
trolled by a lever on the steering post. The handling of these by-pass 
valves will be taken up in relation to the general operation of the car. 
On the way to the boiler, the water passes to the water-level 
indicator, which is explained in detail in the following paragraph, and 
then to the feed<vaier heater. Over the water pipes in the feed-water 
heater the exhaust steam from the engine is passed. In this way 
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much of the otherwise waste heat of the exhaust is ^ven back by 
heating the water before it reaches the boiler, resulting, of course, in a 
saving of fuel. The feed-water heater also serves as a muffler for the 
sound of the engine exhaust. 

The waUT-level indicator is for the purpose of showing the opera- 
tor the amount of water in the boiler. It con^sts of three tubes. Fig. 
52, M, N, 0, which are brazed together. The middle one ^ is a part 
of the water column, that is, its lower end connects with a pipe leading 
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to the bottom of the boiler and its upper end is in commmiicadon 
with the top of the boiler, so that the water stands in this column at 
the same height that it does in the boiler. At the lower end of tube 
N is the low-water try cock. 

Tube M, at the left, is part of the water system from the ptmips 
to the boiler and, when the car is running, water is constantly passing 
through it. The standpipe is closed at its upper end and at its 
lower end is connected by a copper tube to the glass water glass on 
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the dashboard in front of the driver. The standpipe, tube, and glass 
form a U-tube which is filled with water, the level of which, when cold, 
stands about an inch above the bottom of the glass. 

If the water level in the boiler, and therefore in the tube N, is 
above the top of the standpipe 0, the cold water passing through M 
on its way to the boiler will keep the [standpipe comparatively 
cool, and the water in the glass will show about an inch above the 
bottom ; but if the water in the boiler falls below the top of the stand- 
pipe, it will no longer keep cool and the resulting heat will turn some 
of the water in the standpipe into vapor. Since the end of the stand- 
pipe is closed, the pressure of the vapor will cause the water in 
the glass to rise, showing the driver that the water in the boiler is 
getting low. 

It is important to remember that when the water is high in the 
glass it is low in the boiler. It should also be noted that the glar>s 
gives the correct reading only when the car is running, and that when 
the boiler is cold the water in the glass will be at the bottom whether 
the boiler is full or empty, A false reading of the glass may also 
occur from the heating-up of the indicator body when the car is left 
standing with steam up. This will make the water rise in the glass, 
apparently showing the water to be low in the boiler even though it 
were full. Directly upon starting the car, water will be pumped 
through tube M and the indicator body will cool dpwn, giving a 
correct reading in the glass. 

To fill the standpipe, U-tube and glass with water, the plug is 
removed from the top of the standpipe and water is poured into the 
glass faster than it can flow out of the standpipe. When all the air 
has been forced out in this way, the screw is replaced while the water 
is still running, but is screwed down only lightly. The water is then 
shut off and, when the level in the glass has gone down to about an 
inch above the bottom, the screw in the top of the standpipe is 
tightened up. 

In freezing weather an anti-freeze solution should be used in the 
U-tube and glass. This can be made of equal parts of glycerine and 
water or of alcohol and water. A test of the indicator can be made 
when steam is up by opening the low-water pet cock until the water 
rises in the glass and then pouring cold water over the body of thf 
indicator, which should cause the water in the glass to fall. 
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When the boiler is cold the amount of water in it is determined 
by opening the low-water pet cock. If water flows it shows that there 
is enough in the boiler to allow firing up. If no water comes and a 
wire run in the pet cock shows that it is not stopped up, water should 
be pumped in the boiler by hand. When trying the water level by 
the pet cock the water should be allowed to run several seconds so as 
to be sure that it is not merely the condensation which may have 
gathered. 

If dirt or incrustation should stop up the lower end of the water 
column, it would cause false readings of the indicator and try cock. 
It is therefore important that this be guarded against by blowing 
dovm the boiler regularly. The procedure in blowing down will be 
referred to later. 

Another protecting device of the Stanley is the low-water auto- 
matic valve, which in its action and location is closely connected to 
the water-level indicator. The purpose of this valve is to shut off 
the fuel supply in case the water becomes low in the boiler. As shown 
in Fig. 50, it consists of a valve B in the fuel line, an expansion tube 
D and two rods C, the latter forming a framework or support. 

When the water in the boiler and water column gets below the 
try cock, the expansion tube D fills with steam and the heat of this 
steam causes the tube to become longer. This expansion moves the 
valve stem E, connected to the end of the tube, and this closes the 
valve, shutting off the fuel to the burner. 

In case the low-water automatic valve closes, first make sure that 
there is water in the main tank, and that the pumps are working 
properly. Then with both by-pass valves closed run the car as far 
as it will go. By this time the pumps probably will have delivered 
enough water to cover the bottom of the expansion tube, allowing the 
fuel valve to open again. If not, the engine can be run with the 
wheels jacked up or water can be pumped by the hand pump. 

There are four other accessories to the Stanley and other power 
plants, which have not yet been mentioned : the safety valve, steam 
gage, siphon, and oil pump. 

The safety valve is connected to the boiler and will blow if the 
steam pressure exceeds the amount for which the valve is set. The 
steam gage is placed on the dash and indicates the steam pressure 
in pounds per square inch. The steam itself does not actually enter 
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the gage, but the pressure in the system is communicated to the ^ge 

by means of a tube filled witli oil, which will not freeze in winter. 

When it is desired to draw 

water from a water trough or 

some other place from which it 

camiot be run into the tank from 

. a faucet, the siphon is used. This 

I is a hose, a branch of which is 

^ connected to the steam system 

by a hand valve. One end is 

placed in the tank-filler opening 

I I and the other end, which is pro- 

i I vided with a screen, is put in 

1 1 the supply of water. The steam 

k I is turned on and, due to an in- 

■I I jectot ac*3(m, draws the water up 

I a into fte tank. 

° I Driven by the same mech- 

^ " anism whicli drives the Stanley 

I I fuel and water pumps, is the oU 
% <3 pump, Figs. 46 and 53. From the 
si oil tank the pump forces the oil 
■S a through the sight feed on the 
^ I dash, from which it is led into 
3 > the steam line to the en^e. 

E I In the oil pump. Fig. 53, the 

^ plunger A is set in its extreme 
foreposition, so that the end will 
just come to the outlet. This is 
done by removing the delivery 
stub cap and delivery dieck ball 
and inserting a small wire in the 
outlet. When the driving cross- 
head U in the extreme position, 
the plunger should come to a 
point where it will strike the 
wire; the lock nut B is then tightened. This adjustment should be 
looked to if the position of the driving crosshead becomes changed. 
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To vary the amount of oil pumped, the distance between the 
end of the adjusting piston C and the pump inlet is varied. The 
shorter this distance the less the amount of oil pumped. The adjust- 
ment is made by removing the cap D and adjusting the set nut E. 
If the oil tank is allowed to run dry the pump may become air-locked, 
and it is then necessary to disconnect the copper pipe and work the 
pump until the air is expelled. 

All ordinary steam-cylinder oil is not suitable for use in these 
engines because of the high degree of superheat. The Stanley 
Company recommend either the "Harris superheat steam-cylinder 
oil" or the "Oilzum high-pressure superheated steam-cylinder oil". 
Other makers recommend different classes of oils best suited to their 
particular engines and these will be noted later. 

Now that a general idea of the make-up and operation of the 
power-plant accessories has been given in the description of 
the Stanley layout, attention will be turned to the characteristics 
of the accessories offered by other makers. 

Doble. The details of construction of the Doble combustion 
chamber and boiler have already been shown in Figs. 35 and 41, and 
discussed on pages 34 and 40. The water level in the boiler is kept 
at the half-way point by an automatic by-pass valve, which is oper- 
ated by the expansion of a regulator tube. As the water rises in the 
boiler, the tube is filled from an outside pipe with comparatively cold 
water. The decided change of temperature causes the tube to 
contract again, and the water is by-passed to the supply tank. The 
steam pressure is maintained around 600 pounds by another automatic 
device, which controls the fuel system. 

From the upper headers of the generator sections, the live steam 
passes into a manifold which leads it through the throttle valve and 
then to the engine. From the engine, it passes back to the condenser, 
being forced along by the following steam. 

A non-rusting alloy is used for the seats of the throttle valve. 
The valve, shown in Figs. 28 and 29, is a compound design, being a 
combination of a poppet and piston valve. The piston portion regu- 
lates the flow of steam, while the poppet serves to keep the valve in a 
tight, or non-leaking, condition. 

The force of the steam constantly coming from the engine causes 
the steam to pass from the top to the bottom of the radiator condenser 
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and, under normal conditions, the steam has been completely con- 
densed to water before it reaches the bottom. This water of conden- 
sation enters the water tank very near the bottom, so that any steam 
which still remains will be condensed as it bubbles up through the 
tank. Rapid acceleration from a slow speed or very hard slow pulling 
are the two conditions imder which some steam may remain imcon- 
densed in passing through the radiator. As a safety measure, in case 
of a very long stretch of slow heavy pulling, the water tank is pro- 
vided with a vent at the top. With this condensing system, it is said 
that a car will run 1500'miles on one filling of water. 

Doble Lubricatwn. Another one of Doble's departures from 
standard steam-automobile practice is in the matter of lubrication. 
The throttle, engine valves, cylinder walls, water pumps, and interior 
of the generator are all lubricated by regular gasoline-engine oil 
instead of the heavy steam-cylinder oil used in power plants. 

This comparatively light mineral oil at once forms an emulsion 
with the water, due to the shaking up from the roughness of the road 
and the agitation of the feed water as the condensation enters the tank 
from the radiator. The oil, therefore, is sentjnto the generator along 
with the feed water and gives the interior of the tubes a very thin 
coating of lubricant. How thin this is may be judged by the state- 
ment that the generator temperature is 485° F. at the working pres- 
sure of 600 pounds. This coating not only prevents the tubes from 
rusting, but keeps scale from forming as it cannot stick to a greasy 
surface. The oil in the water also prevents scale from forming in other 
places and pipes, for it coats each particle of lime, etc., which may be 
thrown down and keeps it from sticking to any other particle and 
building up a deposit. It is this same oil that is carried over with 
the steam that lubricates the throttle valve and cylinder parts. The 
condenser saves the oil supply as well as the water, so that the lubri- 
cant is used over and over again, and a car is said to run 8000 miles 
on one gallon of oil. 

Steaming Test. One of the main features claimed for the Doble 
design is the short length of time required to raise steam to a working 
pressure, that for ordinary running being 600 pounds per square inch. 
The following test was recently given out by the company. 

The generator had approximately 150 square feet of surface and 
contained, when the water was at its normal level, 8i gallons. Com- 
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bustion started with the water in the generator at 66° F. The first 
trace of steam came in forty seconds. 
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Ofeldt. Fuel, Water, and Steam Connections. Fig. 54 pves a 
clear idea of the fuel, water, and steam connections of the Qfeldt 
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system, the burner and boiler of which have been described pre- 
viously. The feed-water pump A and the fuel pump e are usually 
on opposite crossheads of the en^ne, but to make the two systems 
clearer they have been separated in the diagram. 

The Ofeldt Company makes these accessories either for use as a 
complete system, as shown in the diagram, or for use with other 
units. The company does not make a complete automobile. 
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An expansion tube N is the basis of the Ofeldt water regulator. 
This tube stands at right angles to the middle point of the boiler 
water column P, and when the water becomes low enough in the 
boiler and column for the tube to fill with steam, the expansion causes 
the closing of the water by-pass valve through the movement of. the 
linkage 0, M, L. When used with the Ofeldt water-tube boiler it is 
claimed that a water-level glass is unnecessary. 

Fuel regulation is accomplished by the diaphragm valve, w. 
This is made up of two concave discs with a steel diaphragm fastened 
between them. Combined with the upper disc is the valve controlling 
the fuel supply. When the steam pressure on the lower side reaches 
the point for which the valve has been adjusted, the diaphragm pushes 
upward, shutting off the fuel. Upon the decrease of the steam pres- 
sure, the natural spring of the diaphragm again opens the fuel valve. 
Where used with a pilot light the closing of the valve completely 
shuts off the fuel to the main burner, but where no pilot is used just 
enough fuel is allowed to pass to keep the fire burning. 

Automatic Fiiel Feed. Possibly the most interesting of the 
Ofeldt accessories is the automatic fuel feed i, in which a spring is 
used to keep the fuel under pressure. It consists of a brass cylinder, 
18 to 36 inches long and 4 inches in diameter, which is plugged at one 
end and capped at the other. Running the length of the cylinder is a 
coil spring with a piston at one end. The engine fuel pump e, or 
hand pump d, forces the fuel into the tank, pushing back the piston 
and compressing the spring. This spring keeps the pressure on the 
fuel the same as is done by the air tanks in the Stanley system. As 
part of the pressure layout is a safety or by-pass valve J, which can 
be set for the desired pressure on the fuel, the excess fuel from the 
by-pass valve and from the leakage past the piston in the regulator 
are returned to the fuel, tank. 

MANAGEMENT AND CARE OF STEAM CARS 

In the preceding description considerable has been said as to 
the management and care of the units, but in this section some 
further hints will be added on the operation of steam automobiles. 

Management on the Road. As will be understood from the fore- 
going, the operator's part in managing the power plant — other than 
attention to the throttle — is ordinarily limited to watching the water- 
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level indicator and managing the by-pass valve — if not automatic — 
in accordance with the water level. When the level drops, the 
by-i)ess valve must be closed, thereby causing all the water pumped 
to enter the boiler. When the water level exceeds the proper height, 
the by-pass valve is opened and water ceases to enter the boiler. 
It is not practicable to open the by-pass valve part way, as this would 
cause the water to go through the valve at boiler pressure and, in 
time, the scouring action due to the pressure woidd make the valve 
leak. 

Blind adherence to the above rule will not always give as good 
residts as may be obtained through manipulation. For example, if 
one sees a hill ahead, he can fill the boiler somewhat higher than its 
usual level and give the added water time to get hot before the hill is 
reached. This affords a reserve supply for surmounting the hill. In 
the average hilly country, one can make a practice of pumping water 
on down grades when little or no steam is being used and the heat of 
the fire is available to heat the incoming water. Near the bottom of 
the hill the by-pass valve is opened and the ascent taken in good 
style; If the accumidated pressure has caused the fire to shut off, the 
throttle may be opened just before the bottom of the hill is reached, 
and the drop in pressure will bring the fire on while impetus is being 
gained. It is a general rule for all classes of steam cars that the fire 
should, if possible, be ^'on'* before an up grade is begun. By proper 
management the fire may be kept burning continuously in a hilly 
coimtry, while power is used only on the up-grades. 

In applying the above principles it should be remembered that 
only the wetted inside surface of the boiler is available for making 
steam. If the water is low, steam cannot be raised as rapidly as 
when the boiler is fidl, assuming that the water is hot in both cases. 
On the other hand, if the boiler is worked too full one may get wet 
steam despite the superheater, with loss of power due to condensa- 
tion. In an extreme case, enough water might even be carried through 
to choke the clearance spaces at the cylinder ends. This would 
probably result in a head being knocked out or a connecting rod or 
crank bent, as the water could not be ejected quickly enough by the 
lifting of the slide valve to save the engine from severe shock when 
the piston reached the end of its stroke. A boiler of the Lane type, 
in which the water is partly conv^-^ed i^^ steam in coils above the 
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boiler proper, and in which the fire tubes are large enough to permit 
combustion to take place inside of them, is an exception to the above, 
m that superheating takes place chiefly in the *'boiler". 

The more rapidly fuel is supplied to the burner, the hotter will 
be the fire. Where ample power is desired, therefore, the burner 
is worked under more than ordinary pressure. In the Stanley cars, 
which carry pressure only in the auxiliary tank, 120 to 140 poimds is 
reconunended. 

Firing-Up. The following remarks apply particularly to cars 
with the Stanley type of burner and boiler. In the case of the Doble 
car, the constructions are so different that many of the instructions 
will not apply. The Doble system has been described in detail in the 
preceding pages, and the reader is referred back to these paragraphs 
for the firing-up of the boiler, etc. As will be* explained later, it is 
customary at the end of a run to blow dovm the boiler for the purpose 
of ridding it of whatever sediment may be present. The blow-off 
valve is shut when a few pounds of pressure still remain, and the con- 
densation of this remaining steam shoidd suck the boiler full of water, 
provided the by-pass valve is closed. The presence* of this water is 
desirable to protect the superheating coil when the fire is started. 
Therefore, if the car has a conventional fire-tube boiler with super- 
heating coil beneath, the first step is to ascertain whether the boiler 
is actually full. Close the by-pass (if open), open the upper try cock, 
and if no water comes out, work the hand pump. See that the water 
tank is full. Open the throttle and the drip valve on the steam chest 
and continue pumping by hand till water comes out. Leave them 
open while starting the fire, to allow the water to expand. 

If there is no pressure in the fuel tank, pump it up to the mini- , 
mum working pressure by hand. Heat the pilot, either by burning 
gasoline in a cup, by an alcohol wick, or by the modern acetylene 
torch, as the case may be. When thoroughly heated, slowly open 
the pilot-light supply valve. If a blue flame does not result, dose the 
supply valve and admit more gasoline to the cup. 

After starting the pilot light, allow it to burn till the vaporizer 
is hot, then open the main-burner valve carefully. If it fires back 
into the burner, shut it off, wait a minute or two and try again. 
Turn the burner to full height gradually. If the flame is yellow 
or smoky, it is not getting enough air; if it is noisy and lifts off the 
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burner, it is getting too much air. Once adjusted for a given fuel 
pressure, the nozzle or air shutter should not need changing. 

While the water is getting hot, the oiling up can be attended to. 
As soon as the pressure begins to rise, water will issue from the drip 
cock on the steam chest. Close this cock and the throttle valve as 
soon as clear steam comes out. 

When pressure reaches 100 or 200 pounds, get into the car, throw 
the reverse lever to its full forward or backward position, open the 
throttle slightly and then close it at once. Repeat till the engine 
starts. With some yards of clear way, work the reverse lever back and 
forth with the throttle open only a crack, so that the car "seesaws" 
slowly. This will work the water out of the engine and warm up the 
cylinders till the entering steam ceases to condense. This process 
must not be hiuried. An attempt to cut it short is likely to result in 
damage. to the engine. As long as water is present the engine will 
run jerkily. When it runs smoothly the car is ready to start. 

On starting, the first few blocks should be run slowly to com- 
plete the warming-up process. If the air pressure is below normal 
the air pump should be kept going. 

At the End of a Run. On finishing a run, the boiler should be 
blown down with the fire turned off. This should be done by open- 
ing the blow-off valve near the bottom of the boiler. The escaping 
water will carry with it all the mud and precipitate that have accumu- 
lated. Close the blow-off valve at about 100 pounds, and the sub- 
sequent condensation will fill the boiler by suction from the tank. 
If the water in the tank is covered with oil, the end of a hose shoidd 
be inserted and the tank flushed out to get rid of the oil. It is a good 
plan to put a cupful of kerosene into the tank. It will not only 
loosen whatever oil may be clinging there, but will help loosen the 
scale liable to form from hard water. 

A thermostat water-level indicator operates only when steam 
is up. When the boiler is cold it indicates high water whether water 
is present or not. When the car is running, a faulty reading of the 
water level is usually soon noticed, and if it is overlooked thel^ is 
still protection of the fusible plug. If, however, the boiler should 
be fired up with no water in it, the fusible plug would melt without 
the fact being heralded by escaping steam. Therefore, the fusible 
plug, like the water-level indicator, is useful only when steam is up. 
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Engine Lubrication. For the older cars not using superheated 
steam^ the regular power-plant steam-cylinder oil is usually recom- 
mended. This is a mineral oil mixed with tallow to make it hold on 
the wet cylinder walls. It often contains graphite. This type of oil 
will not stand the high temperatures of superheated steam, and special 
oils must be used. As an example, the Stanley Company has recom- 
mended either "Harris superheat steam-cyUnder oiF'or "Oilzum high- 
pressure superheated steam-cylinder oil". The Doble uses the same 
kind of gasoline-engine oil as is used by the ordinary motor-car driver. 
Other engines use different grades of oil to the best advantage, and it 
is best in each case to find out the maker's recommendations. 

The Fusible Plug. If the fusible plug blows out when the car 
is running, the escape of steam may be shut off by closing a valve 
usually interposed between the boiler and the plug. The fire should 
be shut off at once and, if possible, the car should be run to reduce the 
pressure, thereby allowing the boiler to cool somewhat. When the 
drop in pressure compels a halt, close the by-pass valve and pump 
water in by hand till it shows in the lowest try cock. Then, after 
replacing the fusible plug, the fire may be relighted and the water 
level restored while the car runs. 

If the plug blows simply because the by-pass valve has been 
open too long, the by-pass can be closed, the main fire shut off, and 
the engine run by jacking up the rear wheels, till water shows in 
the lowest try cock. 

Causes of Low Pressure. Low pressure is generally due to 
insufficient fire. If the burner pressure is low, steam will not be made 
rapidly. If the burner pressure is all right, the burner nozzle may 
be clogged or the vaporizing tube may be choked with carbon. The 
nozzle may usually be poked out with a bent wire without turning off 
the fire. If, however, the vaporizer is clogged it will have to be 
removed when the car is cold and cleaned, with a drill or otherwise, 
as the makers direct. 

Occasionally the valve controlled by the diaphragm regulator 
may be choked, and rarely the main-burner valve. Either can be 
cleaned by disconnecting and running a wire through. 

Occasionally the pilot light may clog in the same way, usually 
at the nozzle. The remedy is the same as for the main burner. 

If the air pump fails to raise the pressure on the fuel tank to 
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the required degree, it is probable that the intake or outlet check 
valves leak. If, as is likely, they have oil on them, the oil may have 
gathered dust. The valves should be taken out and cleaned, and a 
drop of oil put on them to make them tight. 

The various packings about the engine and auxiliaries require 
occasional tightening, and once in a while new packing is necessary. 
If the new packing is soft, like wicking, it may be put on top of the 
old, otherwise the old must be removed. The packing should not 
in any case be tighter than necessary to prevent leakage, for unnec- 
essary friction would thereby be caused. A slight leakage about the 
water and air pumps may be permitted to save friction. As the hand 
pumps are rarely used their packings can be looser than those of the 
power pumps. 

Scale Prevention and Remedies. In sections where hard water 
is used, the subject of scale is a serious one, and its treatment will 
depend on the character of the mineral contained in the water. Fre- 
quently it is possible to precipitate the mineral before putting the 
water into the tank. Sometimes the addition of a small quantity of 
lime will do this, sometimes carbonate of soda or "soda ash". Still 
other waters are successfully treated by adding caustic soda. Some- 
times the simple addition of kerosene to untreated water will loosen 
the scale as above indicated. If these remedies are not successful, 
the user is advised to send a sample gallon of water to a maker of 
boiler compounds and have it analyzed, after which a suitable com- 
pound can be recommended. Scale allowed to accumulate by neg- 
lect is not only very detrimental to the boiler by interfering with the 
free flow of heat, but it also seriously reduces the steaming power. 
Instances have been known of the steaming capacity of boilers being 
reduced fifty per cent or more by scale. At the same time the shell 
and tubes get hotter than they should, resulting in unequal expansion 
and leakage. 

Filling the Boiler. Before firing up, be sure that the boiler and 
superheaters are full. To be sure of this, open the throttle valve and 
steam-chest drip, close the by-pass valve and work the hand pump 
until water comes from the steam-chest drip. If more convenient 
fill the boiler from the town supply by means of the coupling fur- 
nished for this purpose, connecting to the blow-off valve. Nevw 
light the fire until you are sure that the boiler is full. 
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At the end of a run open the blow-off valve at the front of the 
boiler, and blow down to about 100 pounds. Fill the water tank and 
close the by-pass valve, and the condensing steam in the boiler will 
siphon the boiler full. Before blowing down, see that the pilot light 
is out, as well as the mam biu-ner. It can be extinguished by blowing 
into the pilot mixing tube. 

Raising Qasoline Pressure. If the pressure tanks are empty 
and the pressure zero, proceed as follows: 

Open the hand gasoline-pump valve and work the pump till 
the air gage registers 10 or 15 pounds. Tank 2, Fig. 47, is now full of 
gasoline, and tank 1 is full of compressed air. Attach' the hand air 
pump to air valve and pump air into tank 1 till the gage indicates 
80 or 90 pounds, which is the working pressure for the burner. 

If now the fire is lighted and the car stands still, the pressure 
will gradually drop, but may be raised in a moment by working the 
hand gasoline pump. When the car runs, the power pump main- 
tains the supply. 

The air in tank 1 is gradually absorbed, and additional air is 
required. This is indicated, first, by the vibration of the air-pressure- 
gage needle when running; second, by a rapid drop of pressure when 
the car stands still. .In case of doubt whether the drop is due to lack 
of air or to a leak in the automatic or pump valves, close the pressure- 
retaining valve. If the pressure still falls the air is insuflScient. 

Occasionally empty the pressure tank by opening valve Z), and 
refill in order to determine definitely the amoimt of gasoline in it. 

If the car is to stand some time with pilot burning, close the 
pressure-retaining valve to prevent the gasoline from leaking back 
through the valves and automatic. Be sure to open again on starting. 

General Lubrication. On page 60, are mentioned the different 
grades of oil suitable for cylinder lubrication in the various types of 
engines. The lubrication of the cylinder walls and valves, however, is 
not the end of the subject, for, wherever there are two moving surfaces 
in contact, there must be lubrication in order to keep the friction losses 
at a minimum. Useless friction in the running parts of the engine and 
chassis of the car means an increased consumption of fuel. This, 
however, is often of secondary consideration in comparison with the 
; wear and resulting repair bills, often caused by lack of lubrication. 
When a bearing becomes dry, it usually heats up and expands, and 
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in case this is continued to the point of "freezing", the car may be 
completely disabled on the road. 

Of course all parts of the car do not have the same amount of 
motion and, therefore, do not require the same amount of lubrication. 
All makers of cars issue instruction books for each model and, when 
possible, the operator should provide himself with a copy and follow 
the oiling instructions. This, however, is often impossible, and it is 
then a matter of good judgment based on the known requirements of 
other cars. Outside of the power plant there is no particular differ- 
ence between the construction and care of a steam- and a gasoline* 
engine driven car, and the lubrication chart of any of the later makes 
can be safely followed. 

In the modern Stanley and Doble types, the crankshaft, cross- 
head, and other moving engine parts, other than piston, together with 
the rear-axle bearings, are all lubricated by splash, the crankcase being 
thoroughly oil-tight. The level of this oil should be inspected every 
two months, although it will probably not need renewing that often. 
Some of the older cars require that the eccentric be given a squirt 
of oil daily, by a hand gun. It is a good habit to give all grease cups 
a turn-down each day. 

Water Pump. If the water pump fails to. work, first see if the 
tank is empty. In addition to this there are three other causes to 
which failure is mainly due, viz, (1) The pump may be air-bound. To 
remedy, open the by-pass valve and run the engine. The air will work 
out readily, since there is no pressure against it. (2) The check valves 
may leaJc. There are three check valves, one on the pump intake, 
another on the outlet, and the third at the boiler. The intake valve 
is the most likely to leak. Remove the valve cap and clean the valve 
ball and its seat, being careful not to scratch them. If the boiler 
check valve is leaking, it will permit steam to escape into the water 
tank when the by-pass valve is open. This valve can only be exam- 
ined when there is no pressure. (3) The pump packing may leak, 
Tightenmg the packing nut generally suffices, but occasionally 
repacking is necessary. Do not screw the packing nut tighter than 
is necessary, as it causes needless friction; a slight leakage may be 
tolerated. In case the power pump fails, use the hand pump, first 
running with the main fire off till tlve pressure \s reduced to about 100 I 
pounds. AjFter pumping, close th^ yalv^ ^^^ ^^ pump plunger in. 
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Qasoline Pump. In most respects the gasoline pump resembles 
the water pmnp. If it becomes air-bound, it can be primed by using 
the hand gasoline pump, which is much larger and, drawing through 
the power pump, will suck out the air. 

The gasoline pump packing should not leak at all, as it is both 
wasteful and dangerous. The pump is so small that adjusting is 
seldom needed. 

If the hand gasoline pump becomes air-bound, unscrew the valve, 
which is open when the hand pump is used, till it comes out. Press 
the thumb over the valve-stem hole when the pump plunger is pulled 
out, and lift it off when the plunger is forced in. Repeating this 
several times will expel the air. 

If the hand gasoline pump and hand water pump work together, 
the packing nut on the gasoline pump should be just tight enough 
to hold the gasoline, and the water pump should have its packing 
so adjusted that the pump will run perfectly free. 

To pack the gasoline pump, put in first a thin leather washer, 
then three of the special packing rings supplied by the makers, then 
another thin leather washer, and screw the stufiing-box nut only 
hand tight. Do not use a tool to tighten it, otherwise the plunger 
will cut out the packing. 

Care of Engine Bearings. If the engine is regularly lubricated 
the bearings will seldom require adjustment. If the bearings show 
the slightest discoloration from rust they have been insufficiently 
oiled. Adjustments are made as follows: 

The crosshead guides are taken up by screwing down the nut 
on the bolt holding the frame rods together. The crosshead balls 
must be under sufficient pressure to keep them from slipping. 

The wrist pins are taper and are adjusted with a screw held by 
a lock nut. First loosen the lock nut, turn up the screw till it stops, 
then back it one-eighth turn and tighten the lock nut. 

The crankpin ball bearings are adjusted by removing the 
bolt, taking out the plug, and reducing it slightly by filing. When 
correctly adjusted the bearings should have no perceptible play. 

The main bearings and eccentrics can only be adjusted after 
the engine is taken out of the car. They are adjusted to take up lost 
motion by filing or grinding down the face of the bearing cap, which 
must be very carefully done. 
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Be sure the engine-frame hangers are properly adjusted. Should 
the nuts work loose, the front end of the engine will sway, to the 
damage of the engine case and gears. In adjusting the engine-frame 
hangers do not set them up so tight that they will not swivel around 
the rear axle. If necessary insert shims of paper or thin brass, 
removing the rear engine case to gain access. 

Operating the Cut-Off and Reverse. In the more recent Stanley 
cars the cut-off is variable from one-quarter to one-half stroke. On 
the engine is a quadrant from which the reverse lever works in con- 
nection with the reverse pedal. The quadrant has one notch, into 
which a dog attached to the reverse lever drops when the engine is 
"hooked up", that is, operating on short cut-off. To hook up the 
engine, press on the reverse pedal only. To release the dog, press a 
pedal beside the reverse pedal, called the clidch pedal. This releases 
the reverse pedal and a spring pidls it back, allowing the engine to cut- 
off at half-stroke. The car should always be started with the reverse 
pedal released, and the cut-off should not be shortened imtil the 
engine attains good speed. If it operates jerkily, release the reverse 
pedal by pressing the clutch pedal. 

Care of the Burner. If the car does not steam well, look at the 
fire first. See that the gasoline pressure is not below 100 pounds. 

If the pressure is right, the gasoline line may be clogged in the 
automatic valve, vaporizer, burner nozzle, or main-burner valve. 
If the burner has two mixing tubes, see if both sides are affected; 
if so, the trouble is probably in the automatic valve. If the two 
burner flames are unequal, the trouble may be in the vaporizing 
tubes or the nozzle, more likely the latter. Clean the nozzles by run- 
ning a small wire through them with the screw out, or by using a bent 
wire without removing the screw. 

If the vaporizing tubes are clogged, uncouple at the back of 
the burner, take out the bundle of wires from the tubes, and clean 
the tubes and wires thoroughly, using the bundle as a swab. Extin- 
guish all fire before beginning. 

If the pilot-light nozzle becomes clogged, use a screwdriver 
to turn the horizontal nozzle screw back and forth. A wire projects 
from this screw through the nozzle orifice and turning the screw 
causes the wire to clean the nozzle. Do this only with the pilot 
burning. 
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To regulate the air received by the pilot, bend the pilot vaporizer 
tube slightly away from the mixing tube for more air, or inward for 
less air. The pilot should burn with a blue flame slightly tinged 
with yellow, and may be adjusted while lighted. 

Never use a reamer for cleaning either the pilot or main-burner 
nozzle, as it is likely to enlarge the hole, which is that of a No. 62 drill. 

Sometimes after the automatic valve closes, the gas pressure 
at the nozzles will reduce gradually, causing the burner to light- 
back. When next the automatic valve opens, the fire will burn inside 
the mixing tubes with a roaring sound. This sound should be the 
instant signal for closing the main-burner valve and allowing the 
mixing tube to cool. 

If the burner should fire back frequently and with a sharp 
explosion, it would indicate either a leak in the burner or a leak of 
steam in the combustion space. To test for a steam leak, first get 
up steam pressure, then take oflF the burner and examine the boiler, 
then run the. front wheels against something immovable and open 
the throttle valve to see if steam escapes from the superheaters. 

To Adjust the Throttle. If the throttle valve leaks it must be 
reground or a new valve substituted. It may, however, appear 
to leak owing to improper adjustment. There should be some 
tension on the valve stem when the lever is locked in the closed 
position^ There is a distance rod running from the body of the 
throttle valve through the dashboard close to the throttle-valve 
stem. To increase the tension on the throttle, adjust the nuts on the 
distance rod. 

To Adjust the Automatics. To carry a higher steam pressure, 
screw the adjusting scre\y on the automatic valve further in; for a 
lower pressure, screw it out. The same regidation of the gasoline 
relief valve will produce similar variations of the fuel pressure. 

To Lay Up for the Winter. Run the car, on the road or with 
the rear wheels jacked up, till everything is hot, then extinguish the 
fire and blow off the boiler. While steam is escaping, open the 
safety and siphon valves and take out the fusible plug to clear them 
of water. Empty the tank, take off the caps of the check valves, 
and blow into the suction holes to clear the water from the checks 
ahead. Take off the water indicator and empty it, unless it is filled 
with non-freezing mixture. 
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Qeneral Remarks on Operating. The commonest fault of 
Stanley operators is opening the throttle too abruptly on starting. 
This is bad enough if the cylinders happen to be clear of water; 
»f they are not clear, the results may be destructive. Always start 
'.lowly, and do not come up to road speed till the engine runs 
smoothly. 

Never open any of the valves more than two or three full turns. 
They are screw valves, and if turned a dozen or more times they 
will come clear out. 

Practice reversing where you have plenty of room. The ability 
to look and steer backward while operating the reverse pedal and 
throttle is not a natural gift. After reversing, be sure that the pedal 
has been released, by pressing the clutch pedal before giving steam. 
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REVIEW QUESTIONS 

ON THE SUBJECT OF 

WELDING IN AUTOMOBILE 
REPAIR SHOPS 




1. Name two methods of welding heavy sheet steel and describe 
one of them. 

2. Give the characteristics of tho low-pressure acetylene gene- 
rator. 

3. Name and describe the characteristics of the three types of 
blowpipe flames. 

4. What kind of welding rod and what flux are used in welding 
copper? 

5. In what essentials does the cutting blowpipe differ from the 
welding blowpipe? 

6. Give the method of measuring the oxygen used in a welding 
job. 

7. Describe the essentials of an electric welding outfit. 

8. Draw a simple diagram showing the essential parts of an 
acetylene welding outfit and their location. 

9. Describe the process of welding up a hole which has been 
accidentally made in the work. 

10. Why is pre-heating important? 

11. Give the important distinctions between the treatment of 
steel, cast iron, aluminum | and copper during the welding process. 

12. What is the action of the acetylene regulator? 

13. Give the various steps in butt-welding a pair of steel plates, 
showing how to manipulate the blowpipe. 

14. What are the principal factors in the production of defective 
welds and what can be done to avoid them? 
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REVIEW QUESTIONS 

ON THE SUBJECT OF 

SHOP INFORMATION 



1. Explain the process of scraping a crankshaft bearing. 

2. What tap and die equipment should be found in a good 
automobile repair shop? 

3. Give the most important parts of a lathe and the accessories 
necessary for ordinary shop operations. 

4. What other machines besides the lathe are useful or necessary 
in a repair shop? 

5. Give the process of mounting a clutch leather. 

' 6. Describe how a cylinder is lapped by means of a jig in a drill 
press. . 

7. Give the principle of action of a micrometer caliper and show 
the uses to which the instrument may be put. 

8. Give the names of the different kinds of files used in repair 
work. 

9. How are piston rings fitted and put in place on the piston? 

10. What fluxes are used in soldering the various common metals 
in the repair shop? 

11. How would you cut a keyseat in a piece of round steel 
shafting? 

12. Give the number of flutes advisable on a reamer and state 
your reasons. 

13. Give a diagram showing how to calculate the setting for the 
graduated circle on the lathe slide rest to produce a given taper. 
Explain. 
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REVIEW QUESTIONS 

ON THE SUBJECT OF 

BUILDING, EQUIPPING, AND RUNNING 

A PUBLIC GARAGE 




1. What power machines are most necessary for an automobile 
repair shop and what are the uses of these machines? 

2. Explain the basis of calculation of a garage proposition as 
an investment. 

3. Analyze the revenue from all sources for a garage holding, 
say, 100 cars. 

4. Give a good layout for a one-story garage, size 75 by 200 feet, 
giving the location of necessary equipment and the most efficient 
arrangement of cars. 

5. What building equipment is necessary in a 3-story garage ( 

6. Discuss elevators vs. ramps. 

7. Under what circumstances is a garage justified in carrying 
accessories and selling cars? 

8. Explain how a garage owner is going to settle the question 
of exclusive storage of cars, as compared with part storage space and 
part sales space. Give figures to justify conclusions. 

9. Give the points necessary to consider in determining a good 
location for a garage. 

10. Is the square shape of building economical for a garage? 
Explain, and give the best arrangement for a square floor plan. 

11. What is the best use to which a basement in a garage can 
be put? 

12. Give a sketch showing a safe arrangement for the gasoline 
supply. 

13. What should be the specifications for a garage as to fire- 
proofness? 
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REVIEW QUESTIONS 

ON THE SUBJECT OF 

MOTORCYCLES 



1. How many cylinders has the conventional American 
motorcycle, and what type motor is usually used? 

2. In what way has the installation of high-speed motors 
influenced the design of motorcycles? 

3. Give a complete description of the Smith motor wheel. 

4. What is a cyclemotor? 

5. Give specifications for the engine used in the Excelsior No. 9. 

6. What American companies manufacture 4-pylinder motor- 
cycles? 

7. Give complete specifications for the engine used in the 
Henderson motorcycle. 

8. What is the difference between a 4-cycle and a 2-cycle 
engine? 

9. Describe the spring frame construction used in the Merkel. 

10. What two main types of frames are used in motorcycle 
construction? 

11. How ai« the crankshafts fitted on flywheejs in 5-cylinder 

engines? 

»• 

12< Describe the action of the Indian roller-cam oil pump. 

13. What type of transmission is used in the Harley-Davidson? 

14. Describe the principle of operation of the Midco magneto- 
generator as used on the Excelsior. 

15. Describe the Harley-DavidsoB commercial van. 
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REVIEW QUESTIONS 

ON THB SUBJECT OF 

STEAM AUTOMOBILES 




1. Define radiation^ absorption, conduction, and convection. 

3. What is absolute zero? What molecular state does it 
theoretically represent? 

3. Discuss the location of the steam engine on automobiles. 

4. Convert 65 degrees Fahrenheit into centigrade. 

5. State Boyle's Law. 

6. Define force, work, power, and horsepower. 

7. Describe and sketch the action of an elementary slide 
valve. 

8. Define British thermal unit. 

9. Draw a theoretical indicator card for one-fourth cut-off. 

10. Define latent heat. How many British thermal imits are 
absorbed in boiling away a poimd of water at atmospheric pressure? 

11. Discuss the effect of compression on the indicator card of 
an engine. 

12. Why is the explosion of a stationary boiler so destructive? 

13. Define superheat. What is its object? 

14. What is the purpose of condensers if used on steam cars? 

15. Describe and sketch the Stephenson link valve motion. 

16. Describe the Bunsen burner. 

17. What is the object of the pilot light? 

18. Describe the Ofeldt burner. 

19. How are automobile boilers classified? 

20. Explain the principles of the fire-tube boiler. 

21. In what way do flash boilers differ from the other types? 

22. For what purpose are check valves used; how are they 
constructed? 
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public garages 232 

income and expense estimates 232 
Financial problems of public 

garage 190 

Finish filing 157 

Fire-tube boilers 380 

fusible plug 381 

Stanley 380 

Firing-up 402 

Flame, welding 79 

Flash boilers 385 

Flat drills 144 

Flux for welding 19, 71 

Forging 163 

blacksmithing repair outfit . 164 

electric or gas furnaces 164 

equipment 163 

heat treatment 165 

Four-cycle motorcycle engine 289 

Four-cylinder motorcycle engine 300 

Frame construction, motorcycle 293 

Frames, repair by welding 97 

Front stand attachment for motor- 

cycliB 325 

Fuel system of steam car 388 

Fuels, heat values of 354 
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Heat transmission (continued) 




Indicator card, effect of compres- 




radiation and absorption 


350 


sion on 




362 


relative conductivity 


350 


Indicator diagrams 




362 


temperature scales 


351 


Injector blowpipe 
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Heat treatment in automobile 
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repair 


165 
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bending rods 


168 


Jigs 


57, 


126 


hardening high-speed steel 


167 


Joints in sheet-aluminum welding 


79 


hardening steel 


166 


Joy valve gear 




368 


self-hardening steel 


167 
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temi)ering steel 
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Heat value of fuels 
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Kerosene as fuel for steam < 


cars 
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Heat and work 


349 


Keyseating, hand 
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heat transformation 
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I Ley way, laying nut 
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heat transmission 


349 


T 






laws of gases 
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thermodynamics of steam 
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Heating for public garages 
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garages 
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Heavy sheet-steel welding 
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Lapping cylinders 
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expansion and contraction 


63 


cleaning after grinding 
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preparation 
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emery paste 
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types of welds in heavy sheet 


64 


lapping by drill press 
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welding heavy sheet 
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lapping by hand 
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Heavy welding section 
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worn cylinders 
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hammering 
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Lapping in piston ring 
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Heavy work, soldering 
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Tjarge size garage 
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High-speed motors in motorcycles 
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general characteristics 
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History of motorcycle 
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early machines 
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layout 9 
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influence of high-speed motors 
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layout 10 
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light-weight machine 
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layout 11 
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modem improvements 
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layout 12 
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two-cylinder motors 


272 


Latent heat 
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Hose for welding apparatus 31, 37 


Lathe and acc^essories 
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care of 
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position of 
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Hot-riveting metals 
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rivet set 
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centering stock 
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Ignition, motorcycle 
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reversing work 
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Income and expense estimates of 
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public garages 


232 


squaring-off work 
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analysis of actual estimate 
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Analysis of revised estimate 
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boring 
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Lathes (continued) 




Machines and machine processes 


characteristics 
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> 


degrees of fit between shaft and 
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hole 


189 


arbor presses and gear pullers 


173 


lathe equipment 


185 


drill presses 


180 


lathe tools 


185 


grinders 


177 


mounting work 


189 


lathes 


183 


simple lathe work 


186 


miscellaneous equipment 


193 


Lead burning 


91 


power hack saws 


182 


apparatus 


93 


shapers 


190 


different methods 


91 


Magneto generators 
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process 


94 


Malleable-iron welding 


77 


Lead-burning apparatus 


93 


brazing 


78 


burning on connecting links 


94 


fusion weld not possible 
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burning terminal groups 


94 


malleable iron 


77 


forms or molds 


95 


Management and care of steam 


regulators 


93 


cars 
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tips 


93 


adjusting throttle 
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Light sheet-steel welding 


56 


care of burner 


409 


expansion and contraction 


56 


care of engine bearings 


408 


preparation 


56 


causes of low pressure 


404 


welding light sheet 
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end of run 


403 


Light-weight motorcycles 
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engine lubrication 
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Excelsior 
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filling boiler 


405 


Lidian 
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firing-up 


402 


Thor 
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fusible plug 


404 


Light work, soldering 
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gasoline pump 
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Lighting of public garage 
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general lubrication 
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artificial lighting 
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management on road 


400 


natural light 


246 


operating cut-off and reverse 


409 


Lubrication in drilling 147j 
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operating instructions 
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Lubrication of motorcycles 303, 
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raising gasoline pressure 
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oil pumps 


303 


scale prevention and remedies 
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path of oil 
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water pump 
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Manifolds, repair by welding 
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engine 
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drill press 
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slide valve 
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emery wheel, or grinder 
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superheated steam and com- 




grinding in lathe 
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pound expansion 


364 


hack saw 
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valve gears 
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lathe 
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Mechanical equivalent of heat 


355 


lathe accessories 
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Medium size garage, typical ar- 




milling in lathe 
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rangements for 
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utility of portable electric motor 265 


layout 6 


212 


Machines and machine processes 
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214 


in repair work 
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layout 8 
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handling simple case of expan- 
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thermal conductivity 44 
Micrometer 139, 141 
Milling in lathe 264 
Milling machines 193 
Motor, dismounting 128 
Motorcycle bodies and attach- 
ments, special 320 
front stand 325 
passenger attachments 320 
Motorcycle chains, cleaning 340 
Motorcycle engine, principles of 

operation 289 

four-cycle 289 

two-cycle 291 

Motorcycle improvements 273 

Motorcycle mechanism nomencla- 
ture 287 
Motorcycle types, developments 

m 282 

four-cylinder 285 

two-cylinder 282 

Motorcycles 269-342 

analysis of mechanisms 287 

construction details 293 

evolution of 269 

history 271 

operation and repair of 325 

present trend of models 271 
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standard specifications 269 

types of 274 

Motors, motorcycle 295, 325 
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operating suggestions 325 
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Of eldt boiler system 399 
automatic fuel feed 400 
fuel, water, and steam connec- 
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Oil pumps 303 
Oily motorcycle clutches 339 
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Open circuits 342 
Operating cut*off and reverse on 

steam cars 409 
Operating suggestions for motor- 
cycles 325 
carburetor 327 
control 329 
ignition. 327 
lubrication 328 
motor 325 
tires 329 
valves 320 
Operation and care of welding 

apparatus ' 26 
general notes on welding 40 
hose for welding outfits 31 
instructions for connecting ap- 
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necessary apparatus 26 
necessity for care 26 
regulators 29 
welding blowpipe 26 
Operation and repair of motor- 
cycles 325 
operating suggestions 325 
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Oxidizing fiame 30 
Oxy-acetylene cutting 20, 86 
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caution against oxidizing flame 36 
flame regulation 35 
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oxidizing flame 36 
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Oxy-acetylene process 13, 34 
advantages of 13 
character of flame 34 
expansion and contraction 18 
flux 19 
gases 13 
generators 15 
oxy-acetylene cutting 20 
oxy-acetylene flame 18 
preparation of work 18 
strength of weld 19 
welding blowpipes 17 
welding rod 18 
Oxy-acetylene welding practice 11-112 
introduction 11 
miscellaneous processes 86 
technic of oxy-acetylene welding 24 
welding processes 11 
Oxy-acetylene welding technic 24 
general notes on welding 40 
instructions for connecting ap- 
paratus 32 
operation and care of apparatus 26 
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Oxygen, cutting with' 87 
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Pilot light for steam cars 376 
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fitting new rings 138 
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lapping in ring 136 
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Piston rings, fitting (continued) 

miscellaneous adjustments of 
piston rings 

replacing rings 

testing and correcting length of 
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Pitch diameter of gear 
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Portable electric motor 
Power hack saws 
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method of action 

pressure on blades 

pressure for different metals 
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Power provision for public garages 251 

Pre-heating in welding 50 
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methods 51 

reasons for 50 
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Pressed-steel parts of car, repair 
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water supply 
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Reaming in shop 
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characteristics of hand reamings 154 

clearances 153 

function of reamer 151 

kinds of reamers 154 

number of teeth 152 

Rebabbitting, jig for 126 

Rebabbitting bearings 126 

finishing bearing 128 

pouring babbitt 127 

types of jig to use . 126 

Reducing flame 36 

Regulation in electrical system of 

motorcycles 315 

ammeter 317 

fuses 318 

one- and two-wire systems 317 

spark plugs 319 

storage batteries 318 
Regulators for welding apparatus 
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acetylene regulator 30 

care of regulators 31 

operation of regulator 29 

oxygen welding regulator 30 

Relative conductivity 350 

Removing carbon 95 

old process 95 

oxygen process 96 

Repair of motorcycles 332 

air leaks in inlet manifold 333 

big-end piston bearings 335 

carburetors 332 
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electrical troubles 342 
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valve troubles 
valves 
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Reverse, operating on steam cars 409 

Revolving filing 125 

Ring gear, installing new 161 

heating rivet 161, 162 
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Riveting 158 

brake linings 158 

clutch facings 159 

cold-riveting metals 160 

hot-riveting metals 160 

installing new ring gear 161 
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Safe edge file, use of 123 

Scale prevention and remedies 405 
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Shafts and axles, repair by welding 103 
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operation suggestions 
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effect of adding steam lap 363 
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cut-off 363 
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indicator diagrams 362 

use of steam cut-off 361 

Small size garage 207 

layout 1 207 

layout 2 . • 208 

layout 3 208 

layout 4 209 

layout 5 210 

Smith motor wheel 274 

Soldermg 133 

general instructions 133 

heavy work 134 

light work 134 

position of work 134 

soldering flux 133 

soldering irons 135 

special stoves 135 

use of blow torch ^ 134 

Spark plugs 319 

Specific heat 46, 354 

Spot-welder, electric 21 

Spring construction of motorcycles 293 

rear and front frame springs 294 

seat-post springs 293 

Springs, repair by welding 102 

Standard threads in tapping 147 

Stanley fuel, water, and steam 

systems 389 

Stanley steam car 369 

Starting, motorcycle 305 

Steam automobiles 345-411 

automobile boilers 380 

boiler accessories and regulation 388 

characteristic features 346 
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engine types and details 369 

fuels and burners 374 
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introduction 345 
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hardening 166 

tempering 165 

Steel welding 53 

general considerations 53 

heavy sheet-steel welding 61 
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steel castings 67 

Stephenson link valve gear 367 

Storage batteries 318, 342 
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Superheated steam 364 

Superheating 358 



Taper pins, fitting 155 
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tapping process 150 

taps 148 
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plug tap 149 
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Thermal conductivity 44 
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Valves, motorcycle 326 
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Water pump 407 
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general considerations 69 
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general considerations 
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